












“"Pf CfKiiL PARTS LIST FOR MiOOCt ... SPEC .,. ( 10s-L_~- 

: rr:!!: ::!'■■■ >' 1 e-op Panda ro paIpts- re^er -^o cataiog, , ; ,.. ' Kfv no 

##==?:= OPTIONAL GROUPS IN .CATALOG ARE LISTED B> GROUP NO. «tGP ^KEN-USED 


... 


PART NO. QTf 


DESCRIPTION 


PART NO OT¥ 


DESCRIPTION 




.1.. T. 


iv roup 
Croup 


TifAK.fT 8 : v* 


\ a y i. ah i 


1 04 - 0S4w l i; ran k s hf: 

5 iO"0(!l5 30 Baf i f - S ly - •<■'<erna 

I0 2 "0301 3 Base, 'ii 

SO A-0744. l i.imo.'injnl *\uap tr ! 

ICS-0506 l Lap •; Indicator 

123-0508 1 Tube. .4 1 fill 

154-0802 i Mara fold, TntaLr 

SOS- 0008 I. P: ug , 3 n t »ke Mar : td> 

335-035! ;. _ Thoke. Manual 

1.40-1.54:5 1 ’ da-e. hr I'UMr.or 

125-1:8-1 i rfO'^o. breather 

Sl)5■“ I’1S9 . : iirr-p , . i c 4 n l r * o 

S 15.5„ 5: 4 - .1 f t 

,js |- 1 ) — 11 | i , « ■+ '!]• ,, - 1 f . V l 'i. 1 rt 1. 2 . \ i i. ; J 




1 


1 





spec iAt parts u$t fop model 


C€!l,-IMS 


FOR STANDARD PAR TS NEF gft TO C ATAtOtt BiMllil 

OTTKJNAL GROUPS m CATALOG areLIST te av G 


SPEC 


.jiii 41 .j (•..M mHi hi i«l ‘W 


PART NO OTY 


DESCRIPTION 


5:n from*- im-fM 


■ PART NO. QTT-i. " 


Mi? no. . 

DESCRIPTION 


.; i • - .;.. ,i 3 •« 


9] ocg V- i 




7 


5 ; O : ' ‘K 

; : : \ •■■■ t T ') S 



!* ‘ T ■'■■ “ * ~ ■ - L 

t; 

■1 T •►. ; i : "l it.'] » '■ - ’ •• 

■ ? /• ■ !. !|: ! '..s ':' ! 

•h 

M. i. ■ , i\r : i r , '; ■ i • t a n 

, , ... - ^ » ? 


V 4 ; v4 : - , t n *: a 5 i~ 

. " '. , 'I i'\. J ! 

' ... '|N, '" j; 

V... ; !. | ' .* . 

■I 

i’-Hv'.' -'o-.i'i ! > 



^ i ; 1*1 , • ! • 1 T •-1 ' 

I: ' " 1 " » 


L ■■ ■- " 1 v - ; '■ i: ' ' - 1 " *• l s 


1 

■ a t . r y - ■ an 



.ir ; •;. Need 1 i - : awe r 

;:; • £ .. ■.. ■ -i . 


; , , v . , nr .., .. 

: ; ;. d - ! .C. if 

- 

5 : F r . ;w;, : ;i a. i. : r l av • 

;#o - :,i V • ;. 


. 41 ., '. 5 :.. ! ■ ■■', it '....-jv!.'■ r 

■; ' - (J ; ; : '|f 

j 

r j v \ •: t ‘ S • rn '.o f Sv r i r ". 

i.:c.... ]c: s 

i 

i 

: i.ivo . ' • • I : : i - 



j> • :sr, ‘ :ik?r - 

: i ... :. - , V 


.'rz-tint * , ?.• 3vc r 1 ioi;s : na 

a ... - : 1 i 1 .... 

i 

T Elastic-viewer ho 

J T 4. 11 i J s 

i 

Lo :id ••• t> 1 op* c r : ious i it v - ••+' 

... • i -., ;■<! | 

i 

r 'hvr"'’.irot: or 

1. a ■■* - .. • . 1 

i 

::0-,a OiO •...•* i l. nUoT 11 l l. 

; ..1 ... :. ’ p!l * > 

i 

- io u < : n g, :" y 1 L n u c- r A i r - R 

: ", _ .;. .*■ r, r. 

i 

y .:>•••/ _ s |; W so j f f; 

“ i 5 -20 9 4 


Ro “ O' i. 0" A« !". C i 

i 2 3 .* 


y"- ;"'• ’ r • ] [Tj ’ 9 ’ [ n f ;.io r 

14 2- 0589 

1 

-"Kit , Repai r 

1 4 2- 019 2 

i 

-Shaft, Choke 

142-0459 

1 

* a 1 v e a n d S e a t . \ s s e rnf:? 1 y 

142 - 0289 

i 

-hocle 4>sert'> 1 y 

1.4 2 - 0 5 S S 

] 

^Nut and Jet, Nozzle 


: .1 mer 


4 


Witt s ■ Not !>y On an 

St nn nt 
T'utO Pimp 
Mafni-i 1 rhok «.• 

1 h d VO 1 i? 


Sar^e :its c » rb?r ;re l or 3 i s X, e d it ft Or m i:t 
■’■:?•> cent aavrl s oafl ed •* . 
















Ci"K - MB 


JiflPfiCHAil PABlS i,lST FOB MOOitG„, : . IIjG 


: FOB'STAND AftO.PARTS REF€FtTp^ CAT AtdG 

: ;ilPt»OilAI./tBH^OUPiVCATMbO ARE lt$YED ff GrtOOPWOMB 

PART NO . QT¥ 


PART NO 

QTY • 

DCSCWPTiibN 

Croup 1 

1 

J* 

i0 9 ref; Te/Brc:sC-r' 77; 

1 H>- US4 

- ‘ <• * 

i 

.a l A--k -V- 1 : V _ v ! : ~J-: r 

1 10 . 

2 

* *i_ «, , !. - t -9 * •, * 

IP 4 - 06t» i 

1 ; 

‘T“nT at ~ * 

1.34-£1599 

_ 1 

C z ip- Sim, r. l.-= ■' at>, 

7|- || l.t "H Pj jujj'f | 6 i, 

t. 

71 Xi l ,i: , !" i ' ' ' 1 ■V *!* - 1 •. ’ 1 

112 -OCT*’3 


4' '■ >? on e ;imi i r. 

U3-0089 

u, 

P mg Set , : 1 1 ..r i •■;•!, , - 

¥Hh !03" : 

J 

Va i vm I n t a> r . ■ 

110-089'S 

•4 

awnor , ,a T;< \ v * 1 >vi i n ii B 1 a' 

I2p-iT439 

t 

C\.\y , ' n ! 7 iGrm ‘ nf ak r 

102-0824 

i: 

Base, a d 

505-024“ 


f 1 lie t • i » i- ril* 3■: 

520-0119 

4 

Sr Uvi, ■ 1 Ha> !:.' : n 

t04-0091 

4 

7 i 1 Oa^c Mount : a:. 

in^-ozs: 


:.-ir or -: v • 

Bit). 0 8 

• 

Bnir:rna \ccalr ; r 

150-0020 


ViO'ke^'iyorn^r 

i 5 0 - t) , > 7" 

i 

Shaft onJ ir n \> - erat- 1 v . 

51a-0129 

t 

K * ix a ^ 2 »i, 3 iy i±rii-C; i" x o is. a i"v d t. a i 3 



;. n 11 

510-0019 

i 

B 0 a r i n 4 , B a It- ’»e :i r 1 ' av r 

509-0015 

i 

Sfm ! , i i -Ctsn r B.aver ? 

150-0159 

i. 

ii r s c k "71 , , 10 0 rn 0 v i> r* t. 4, i n y. 

125- 2 545 

i 

:: a]*> and Indicator, Oil i : i 

125-1528 


Tahc, -Mi Bill 

505 - ;17 6 1 

t 

Mosc.. Breather 

s (} 5 - 0 • v 


:" [ ;i ei , X\YXlt h € T ; tn > 7 

160-i205 


:Box V5 > onb 1 y , ri i 'eak e r- 

:; ; rp. p ] f< f o 

160-0658 


rair* t. Set 

502-0058 

L 

T'ee-')i i. Pressure 

509-0064 

M 

Sw :i t eh , 0 i 1 P re s su re 

502-0175 

1 

\ d a p t e r - 0 i [. P r e s s n r e 

134-1740 

,1 

nousin g f B lower 

508-0001 

l 

Grommet ? Blower Hous :i ng 

517-0112 

] 

r i U 0 , r' I. a S t 1 C [j I OW O T \ iOUS 

i n i t 

334-0028 

1 

i 11 V; 

Lead-Blower Housing-4’ of 

• - 


wi re 

148-0361 

1 

i. 

Tube, Carburetor lias Inle 

tn 

r 

i 

<*$• 

f^S 

4-^tj 

1 

i sou s i ng , Cy 1 i. nde r A i r - L. 1 i 

134-0588 

1 

Hous i ng , Cy 1 irider A i r-R, H 

515-0006 

1 

Key-Stub Shaft 

515-0094 

•8 

Key -Flywheel 


ts,K*e * 

KEY NO ' 

mm 

OESCRIPTtON 




V.,; u l i 


h'.;-: i ’• l ■■': 




June 1, 1977 


1 
















4 



jj PART. HQ 


.1ST FOR MODEL 




FOR STANDARDJMHIS-FIEFlB-TO GATAiOQ .n^ MBf NO 

OPTIONAL GfiO 1 UP'S m CATALOG ARC UfTfO ®¥ G«0«# LOWWMCP wWO' 




QfSC*M>fft»N 


PART no " 9ft: ■ 


|^)p.li .... 

OtSCftlRTlQtt 






















. SPEC«L PAiftT'S US'T MODEL ... T ,.,..,;... SMC .., 

iifjr.:: \ r : l : ‘ : E'0#'SfftNDAft!D CATALOG..... jiV"HO. 

.f: ; :•= -'■ OPTIO^AIGBO O^S IM C*T; *fcOC JUIE lll$tf:D ®? GROUP MO. -IME I’QW WHIElM UttfX 


Sf*tC 


part no , cm 


D€SC*»PTtOM 


P AWT MO 


OEfCfUPTION 


.T : r ' 


■yrotisi' 






















i 


927-Q253 


andard Parts Catalog _ 

listed;SeteWApp1y1(> th^bove Model. UseThese Parts iryPlace of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog, f TT^T" 



PART WO. 

QUAN. 

DESCRIPTION v; 


f THIS MODEL HAS V7 

CU FLO C 

DOLING ■ ■ . 


.110-1885 . 

1". 

Block Assembly, Cylinder (includes Bearings 




and Seats} ; 


' 10.4-0872 

.1 

Crankshaft ■ v 4 ’ 


110-1037 

2 

Valve,.. Intake - - - 


110-0904 

2 ’ 

Rotocap, Intake Valve . ' ; 


, 509-0090 

2 

Seal, Valve Stem Oil 


1 —102-0756- — J 

- 1 

-Base, Oil . , - — 


120-0648 

1 

Intake, Oil Pump (Includes* Cup, Screen and 1 


( 0IL FILTER AND A5 

S0CIATEE 

i PARTS'SHOWN AS OPTIONAL EQUIPMENT IN . 


MAIN PARTS CATALd 

G 



■ 510-0015.. . . 

5- . ■ 

Ball, Fly 


' . 105-0238 . 1 

.. 1 

Camshaft.. . ... -v. ; . .' 

1 

123-0694 

1 I 

Cap and indicator, Oi'FFill ■ ■■ 

. !' 123-1149 

i 

Tube, Oil Fill f 

J .123-0129 

i 

Tube, Breather 

1 

r 

' ■ 134-"3273 

i 

Housing, Blower 

. i 

■k 

134-2760 

i 

Housing., Cylinder Air - Right Hand 

i 149-0136 

i , 

Cover, Fuel Pump Hole , . ' 

| ' 154-0366 

i 

Manifold, Intake . . 

1. ; ' 142-0431 

■ i 

Carburetor (See Chart ‘in Main Parts Catalog 

|. : 


for Complete Listing of Components) 

j 134-2956 ! ■ 

i ' 

Guard, Scroll Outlet- . 

, 517-0021 

i 

■Button, Dot - Blower Housing i. . 

i . 517-0035 

l .! 

Button, Dot .-. Blower Housing and Scroll 


134-0753 

• : i -,- 

(Whe,el, Blower 

' 123-0293 ' J 

%' ; 

Cup\ Breather Tube ’ 

1 , 145-0322 

i ' 

Inlet, Carburetor Air 

■140-0211 

T 

. Tube', Air Cleaner Hose . ■ 

■- 123-0104 

1 

ValVe, Breather 0 Gap ' . \ 

1 503-0107 

1- 

Clamp, Hose . . ■ . 

150-1214 

1 

Spring., Governor'' A..;. 

166-0628 

.. 1 

Bracket, Coil Mounting 

. 166-0588 

1 

Clamp, Coil Mounting 

^-- 167-1494 

1 

Cable t Spark Plug - Right Hand- 

103-0515 

1 

Gear Case - Complete. „ 

NOTE:‘ Parts not 

furnish! 

sd by Onan: Fuel Pump, Choke, Spark Advance 

ft ■ 















it 


CCKA-ifS^. 


3200#'.. 












. a : --'Qf 




SPEGlAL :PiB|S Li3T F;@^ : MODEL.' 


■CCK)&s6 


■C "/■ 


SPEC 


3291J 


for ^;PARTaffiPEa;|r(? -catalog ;vM *£y^cm^ 


f- 

PART NO. .’ 

QTY 

/ V ASCRIPTION ;' 

. ■£ ■ 
1: 

Group - '27 ■ ■ 

V : -| 

1 

"■'Variable Speed Governor;. 

., it ; 

■ V..- 

Group t 29 

' / 'i '. 

4:1 Gear Reduction 

■V 

110-1707. :' 

1 

Block Assembly, Cylinder 


10^-0905 

■1 

■Crankshaft . i 


152-0090. 

, 1 ' 

Stud, ■ Governor ' Adjusting. 

'S: ■ 

150-1000. 

.1 

Arm, Governor Extension 


134-2S50 

V 

■ Housing, Blower 7 


313-0018 

'■ 1 

Button, Stop ;/' . : 

, ■_, 

'.155-0860. 

.1 / 

Muffler, Exhausp ' 


154-0356 

1 

Manifold, .Intake 

' : 

154-0360 

2 

-Gasket, Exhaust. 


PART Mp;, QTT. 


DESCRIPTION 


T 


: 


I 


I 


> 


\ 


V_i. 




v 


* 





i 




■'. . "x 



1 077 


$ 


■ jl 


£ 


5 . 





IpARt^NO.^ • •QTY. . DESCRlPtjQN '[ . : . ;••"• 


jGr£Mp.;>..:.-. 6.. 7 , 

,-f r - 

Flywheel ’ Alternator 

15' Amp. 

Group; “v 27. 


v Variable.. Speed Govex v 

nor ■ 

Group- 29 


_13.3 rl" Gear Reduction 

lh: ... 

110-1707 ' 

1 

. Block Assembly, Cylinder 

104-090.5 

1.... 

• Crankshaft 


105-0238 ' \ . 

_1 . 

. Camshaft .. y.1* 


155-0860 

1 

Mufflerj Exhaust 

i' . 

154-0356 

1 

. Manifold, Intake 


154-0360 ■ 

■ 2 - 

.Gasket, Exhaust 

. 

134-2621 

•=. >#■ ■■. 

I 

Flywheel 

' l . . y: 


Parts Not .Furnished.^}- On an ■■ , : 

. : K .l.' ; Sp ark Advance § Associated Parts 













| PA^T-NO. 

QTY. 

^■ : -"D#SCmPTT|ONf" 

)■■;■■.■" !; : ss0-. ■: 

'■ Group - 6 ■' 

r ; : ' 1 , 

12V 15A Alternator - ■''* v n : 

; Group - 1? 


Gas Fuel System . 's S'*: ■ 

;* Group - 27 


Variable Speed Control 

\. ■ ■ -r 

- 

: *' X 

, n G.-.P8.9gw.::. 

4 .... 

tf-asher-, ValVe Sprip-g 



■Retainer ; 

Cover, Fuel Puntp Hole 
Head, Cylin^ir - &H f2 

149-0136 

1 ' 

f 110 7 .O 8 84 

" 1 



Cylinder - " ' ’ 

; 110-0883 . 

/ " 1 " 

Head, Cylinder - L‘H #1 



Cylinder 

; 142-037-2 ' 

- 1 

Carburetor 

.134-2621 

1 . 

Flywheel - Includes Ring 


Gear 




\ 


£ ■ 




PAfrt ug ;"" ^tVv- oiscRiPno^i / P 









CCK-MS 


SPEC 3216J- 


FOR SIANPAR& PARTS^ REFER 'TO. CATALOG i t 9?7 t 0253 


KEY NO. 


PART NO. 

QTY. 

5 DESCRIPTION 4 

t4;PARfNdiV : gTY. :_ " : 

DESCRIPTION 

. ' ■ : : . ' -ad. 


1 

- 1 . ...... _ . ■ ^ 

-l** ;■ ^ 





•• - 4 ? ' . ■' ■..■■■'■ " ■ 

'■■■ ' ■ ■ iv :-r‘ ' . I ' ■ ' 

Group; - > 4 
Group - ■ 27 

n 

v * . t - 

12V. 20A Altem'ator . . .7 

Variable* SpePtl Control ~ ■ *" 

■■ .'. . ^ ^ . . 

' ' ■ ^ ' ' . : - ' ■ 

X" ... .-4 1 " . ■ 1 

Group. - 36 


Sisson Choke 

. . 

n ,t ^ \ 

Group 7 , 18' 

. u 


■•Gas- Gasoline Carburet 0 r 


' ■ > k 

‘532^0556. 

1 

Connector - Stator : 

v; \ ■. ' 

\ ■ 

332-1497 . 

1 

terminal - Stator ■ ... 



167-0188' 

~y 

& 

Clip, Stator'Lead Mounting- 


\ 

./ 

* 

Geprcase Cover (1) 


\ 



and Oil Fill (1) 


\ . 

309-0237 

l *■ 

Switch, Oil Pressure 



S01-0015 

.1 

Line , Oil .■ ■ 



15.4-0360 ' 

2 - 

Gasket, Muffler c 



153-0769 

1 

Muffler 


\ 

502-0002 

* 

I 

Elbow, Fuel Line 

* 


148-0147 

1 

Pipe - Fuel 



■502-045 1 

1 " 

Bracket, Oil Line - Manifold 



505-0057 

n 

Plug 



153-0460' 

.1 , 

Linkage - Choke to Carb . 



336-2592 

1. .. 

Lead - Choke . 



502-0020- 

.1 

Elbow, Oil Line 



134-2642 

1 

Flywheel - Includes Ring 


r . 



Gear 


* 

N, 


■ 

( 

/ 

Ki 

■■ 


** 

' #■ 

if-. 


J J ■ " 


j-. ■ j- 

e 

-t 



f 


■5 








V .' 

* ■ 


i c '* ■ 



■ 


■ ■ if 



'•L 


* 


* 

a 

t ' ■ 






• •• 



7: 1 

. 1 : v 













PART NO; , QTY. ; DESCRIPTION •' ., - .PART NO.- QTY; DESCRIPTION 


Group -1. 

* 

.High Profile Breaker Box ■' ■ ..5 

.A. T" : ' - 

: ■ . . 

.' e : w' - 

p—-.... • ..5 . ■ ^ . . 



-■■ r . ■ v .d.™- ■■ - : .y 

142-0492 

■■ 1.. 

■ .7 Carbur et or 



■ ' ■ ■' '•’ ■" 

307-1288 

, n x y 

-Solenoid- ■ Fuel Shutoff 




• 154-0360 


Gasket, Exhaust' Manifo: 

110-2358 

.'1'. 

Block Assembly, Cylinder- 

167-.0229 . 


■.'Clip';,Cable 



Includes Breather Tube . 

134-0731 

v i’ ■- 

- Housing, Cylinder Air-i 

lio-iooo : 

2 

Insert, Intake Valve Seat 

. 134.Q588' . 

■■■ ,i 

' Housing., Cylinder Air-I 

104-0601 

a . 

Crankshaft 

.503-0760 

i ■ 

. Hose, Air Intake 

134-0599 

i‘ 

Clip-Rear Bearing Plate. ■_ 

.■303-0768- 

2 / 

Clamp-Breather Tube 

510-0015 

5 

BallV Fly-GoVernor^ 

503,-0761- 

■■ .1 

Hose, Breather . 

112-0073 

2 . 

Piston and Pin 

851-OOT1 

i 

Washer-Breather Hose ti 

113-0089- 

2 

Ring Set, Piston , ■ - . 

i 

. ? 

Air Intake Hose 

110-1037 

9 

Valve, Intake - 

123-07,53 

"■i ■ 

Tube-Plastic-Breather 1 

.110-0904 

4' 

.‘Rotocapj Valve Spring 


■■ 

to Air Intake Hos< 

: - 


Retainer 

' 503-0280 

i. 

Clamp,.Itose-Air' Intake 

120-0439 

1 

Cup, Oil Pump, Intake 

142-0565. 

i 

■#Kit, Repair 

102-0824 

V’l 

Base, Oi1 

.142-0241 

' i.. 

#Fl.y, Choke 

520-0119 

4 

Stud-Oil -fiftse Mounting 

. 142-0192 

i 

#Shaft, Choke ■" . 

104-0091 

4 ' 

Nut-Oil Base Mountihg- 

.142-0459 

i 

iVValve and Seat. As.senihI\ 

105-0232 

1 ' 

Gear Cover Assembly-Complete 

142-0474" 

i 

5 Nut and Jet No z z 1 e 

510-0008 

1 

Bearing , Needle- Lov. r er 




\150-06.20 

1 

Yoke, Governor Shaft , 

* - t Same ■; 

is standa 

rd cah;)ureter except 

150-037”’ 

j 

Shaft and Arm Assembly, 

parts 

marked 




Governor 




&8-0129 

i 

Ring, Governor Yoke Retain- 

Parts Not. 

Furnished bv Onan 



* mg 


Starter 


51\0-0019,.. 

. .1 

Bearing-Bai1-Gear Cover 

■ ■ -'.T- "" 

Fuel Pump -. 

■ 509-0013 

1 

Seal, Oil-Gear Cover 


■ Mutual Choke 

'150-0159 

1 

Bracket,. Governor Spring , 


FI wheel 


110-0833 

' 1 

HoMy "'Cylinder-# 2 Cy 1 inder- 


Ignition 

Coil, and Leads 



L. H, 




110 -OS84 

1 

Head, Cylinder— “ 1 Cylinder- 

s R II 

■ 



125-2548 

1 

Cap and Indicator, Oil Pill. 



""" 

1 23-- 1328 

, 1 

Tube., Oil Pill 




123-0092 

1 

Gasket-Oil Pill Tube 


-■=: 


509-0064 

1 

Switch, Oil Pressure - / 




160-1205 

■■■ X 

Bur: Assembly,” Breaker--. - 



LJ 

, 


' Complete 




160-0638 

1 

Point Set 




'515-0Q94■ 

- 2. 

Key-Flywheel 




502r0058 

1 

Tee-Oi1 Line 

o' 



502-0175 

1 

Adapter, Oil Line-Block to. 






. ... ..a : -. _ .... Tee'- 



a. 1 ...... . ■ ■ 

134-1740 

1 

.Housing,"Blower 




508-0001 

2 . 

Grommet, Blower Housing . 


' ' 


517-QI12 

1 

. Plug, Plastic-Blower Housing 



' , - ■ V 

' - , t . * 

334-0028 

1 

Lead-Blower Housing-4' of 

. 


- ' \ 



■ Wire 



■ " " " ' 

,.515-0006 

l 

Key-Stub Shaft ... 



- ■ ^ ^ .... 

154-1427 

1 

Manifold, Exhaust 




,154-1617 

1 

Manifold; Intake ■ 

t 











tv 

■V. 


CCK>MS. 


^ SPEC 

927-0253 -■ 


3242J 


KEY NO. 


PART NO. OTY. 


DESCRIPTION -k 


PART NO. OTY. 


DESCRIPTION 


Group •*' 54 


.150-1016 

526-0017 


Vacu-Flo Cooling 


■1 

r 


Arm, Governor 
Wash er.- Flyvhee1 


‘. 592-0020 '■ 

1 

Elbow,- Oil Line ✓ 

501-0015 

1 

Lino, Oil 

502-0431 

i 

.^Bracket Assembly,, Oil Line 

i- 505-0057 

.. 2 

Plug, Oil Line - Bracket 

4-; ■ ■ 


’ .Assembly " 

15-1-2795 

• -1, 

Housing, Blower 

517-0035 

i 

1 ■ 

Plug; Dot Button - Blower' 

.: - 


• 'Housing ’ 

v 134-0753 

M 

. Wheel,Blower 

150-p698 

1 

Spring, Governor Speed 

■ 134-0564 ■ 

' 1 

Scroll, Air Discharge 

134-2956 

1 

.Guard - Scroll Outlet . 

104-Q. 302 . 

i 

Flywheel"*. 



v. 

■ -r- . 


4 

w 




.Tniio 1 1977 




§ 


i' <6 


:f*K- 



















SPECIAL PARTS [1ST FOR MODEL ... CCK " MS . " - SPEC " .- 

rmt'i'i FOR STANDARD PARTS REFER TO CATALOG 527-0253 ~ KEY NO, 

r QPTtO NAt GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHENUSEp. ■ 

ART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


3259J. ■■■ ■ 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


Group - 6” 
Group 17 
Group - 28 ' 


12V. 15A Alternator . 

Gas Fuel System ; . 

Top Mounted Engine Control 


110-893. ■ ; : 

■■ 4 

Washer, Valve Spring 



^-'"'Retainer 

149-0136 ' 

1 ■ 

! Cover,. Fuel Pump Hole 

110-0883 

1 

Head, Cylinder-*#2 Cylinder 



\ LH - ,■ ■ 

110-0884 

1 . 

... Head, Cylinder-#.! Cylinder 
RH. ' • ' • ■ 

502-0020 ' 

' 1 

Elbow, Oil line lo Block 

134-2878 

1 

. Housing, :Blower '. 

'338“0565. 

■ r 

Harness, Assembly ■ . l; 

508-0084 

: ,r 

Grommet - Blower Housing , 

.150-1000 

1 ' 

Extension - Governor Arm 

336-2192 

1 

Lead Assembly - Output 

.155-1083 - 

1 

Muffler ' . .. 

154-0,360 

2 

’Gasket, Muffler 

167-0188 

2 ' 

1 Clip - Gearcase;. (1) and Oi. 
Fill Tube (1) 


-.Time 1 1Q77 































Model 


CCKA-MS 


is ■■■' jL/ 

"tct —- 


Standard Parts Catalog 


. Spec_ 

■927-0253 


3275J 


Parts Key 


Parts Listed Below Apply to the Above Model. Use These Rjirts in Place of (or ii 
Addition to) the Parts Listed in the Standard Parts Catalog. .. 


PART _ 

-OUAKh 

- - ' DESCRIPTION 

no -1860 

1 

This. 1 Model lias, Vacu-Flo"Cooling and. a Full 

FloOil Filter ..System (Complete Breakdown in 

Main Parts Catalog) 

Block Assembly, Cylinder (Includes Bearings, Guide 

104-0872" 

1 

and Seats) ■ , 

Crankshaft 

105-0255 

1 

Camshaft. 

■ • 510-0015 

■* .5 

Flyb'STl, Governor 

102-0756 

i.'■* ■ 

.Base", 011 ■ 

■■ 120-06:6 

i 

Intake, Oil Pump (Includes Cup, Screen '6 Pipe),- 

123, t 0694 

I 

Cap and Indicator, Oil Fill 

- ■ ■ ■ 104-0302, 

l 

■ Flywheel, (Includes Ring Gear) 

309-0113 

\ i 

Switch, Low Oil Pressure Cutoff 

140-1451 ■ 

■ i 

. Base, AiT Cleaner ■* tJ , 

123-1264 

i 

Tube, Breather 

' 134-7796 

W; 1 * 

Housing, Blower l ^ 

134-2760 t ■' 

1. ' 

Housing, Cylinder Air - Right Hand 

167-0215 

n 

Plug, Spark 

517-0035 

1 1 

Dot Button,*- 'fiming Hole 

134-3352 

1 

Scroll, Blower Housing 

®503-0002 

1 

Grommet, Rubber 

333- 1047- 

1 .: 

Harness, Wiring - 

.134-2956. 

1 ■ ! 

Guard, Blower Scroil Outlet 

309-0151 '■ , 

' 1 

Switch, lii Temperature. Cutoff 

154-0356 

■ 1 ■ 

Manifold, Intake 

142-0431' 

1 

Carburetor (Complete Breakdown in Main Parts Catal 

160-1227 

1 , ■ 

Bracket, Cf*oi 1 Mounting 

* 16.6-0382 

1 

Coil, Ignition . , ' 

■■ v 503-0465 .. , ' 

1 

Clampi, Ignition Coil Mounting : ■ 

’ , 167-1432 

r . 

Lead, Hi Tension - 43" -Lg ■ , 

. 167-1457 

■ ■ i ' 

Lead, Hi Tension - 8" Lg * „ 

— »-V. 337-0056l :. * , - . 

. .1 _ 

Strap, 1 Ground 

‘304-0060 . 

l ■ 

Resistor, Ignition 1.72.Ohm 25 Watt' 

304-0014 

2 

Washer, Resistor Centering 

-3C4-0640 - ,- 

. I ■ 

Support /Terminal " . ..... ...... 

160-0144 

1. 

Gasket, Breaker Box . j . 

■ * j ^ 

' 

■ ' f 

Parts Not Furnished On.an: . 


■ ■ ■ - ' ■ . 

, Spark Advance and Associated Parts. 


.- ■■■■■■; 

■ . i.'. ■ ■■ 
















Mftrifrl CCKA-MS.- - Spec .. ?'Y : Vsc 

Standard Parts Catalog 927-0255 ^Q .P^airt $r^K^ r^3, "--i - ■' : ■ 

Parts Uated-Selow:AppTyloTfie'Abov^ Model. Use These Parts in Place of (or In' 
"Addition to) the Parts'Listed-irUhe Standard Parts Catalog. 


3'277J. 


PART NO. 


QUAN. 


DESCRIPTION 




This Mode1 has ■ .a 20 Ampere Flywheel Charging ' , 
Altemate^-4CQmpl&te- Breakdown in Parts Catalog) 
■ Optional. Equipment-. s 


110-0915 

' . '1 . 

, - • Block Ass erahily-j Cy 1 i n do r (Includes 

... i ' 

/'"jjjjj 

'and Seats) - 

104-0872 

r 

Crankshaft - - "■■■■ - ■ , 

4 ^ ^ „ L v- - - «-f-- - -V— - 

105-0238 

; 1 

Camshaft (.With P,rns) 

102-0759 .. 

1 

Base, Oi 1 . 

120-0648 

. .1. 

Cup, Oil Pump Intake (Includes Cup 


" 

and Pipe). - 

123-0694 

1 

Cap and Indicator, Oil..Pill":"" . 

134-246 2 ... 

1 

Wheel.,. Blower- (-Includes Ring^Oeax" 

1-34-2791 

1 

-Housing, Cylinder .Air - Right Hand 

134-2798 

.*■ 1 

Housing, Blower f ' ■ 

"502-0020 

1 

Elbow, Pipe - Oil Sender Mounting 

154-0356 

1 

1 Manifold, Intake 

155-1909 


* Manifold, Exhaust 

i & r mm 


Seiner, Oi 1 Pressure 

133-Of23 

,-.i ■ .1 

Choke, Electric (Sisson) 

152-0155 '. 

I 

Swivel, Choke Lever " 

516-0059. 

1 

Pin, Cotter 

153-0460 

1 

Rod, Choke 

154-0360 


, .Gasket, Exhaust.Manifold 

505-0329. - 

■ ' . rd 

Cap, Pipe 

167-0241 

2 ' 

Plug, Spark - Non Resistor 


Parts Not Furnished By Gnan.: 

1 Jr ' . 

Spark a Advance and Associated Parts 


Cl M 





















t 





Standard Pa*rts Catalog 



927-0253 


Parts Key 


2 



Addition to) jhe Parts Listed in the Standard Parts Catalog 







DE SCRIPTIO N 


This Model, has Vacu-Flo Cooling 
in' Main’ Parts ' Catalog 


Complete Bfea^dow 


110-0915 
.104-0882~ 

• 120-0648 . 
■ 102-0756 ■* 
! 125-0644 
134-2795. 
134-2791. 
.5X5-0202 
167-0241 
517-OQ21 ' 
517-0035 ‘ 

> 134-0364 - 
.134-2956 


1 Block Assembly, Cylinder. 

1 Crankshaft' ; .... , 

1. ' Intake, Gil Pump 

1 Base, Oil * 

1 . Cap and Indicator, Gil Fill 

1 Housing, B lower.- * ' ■ ' 

1 Housing, Cylinder Air - Right Hand 

1 . KeyC Crankshaft _ ’ 

2 i' Plug, Spark (Non Resistor) 

2 Button, Dot -■ Scroll 

I Button, Dot -.Timing Hole 

1 . Scroll, .Mounted-.SfUl’clock -Position' 1 

1 , Guard, Scroll Outlet . ■ 











■2 


v^ 



4 

\ 




& 


, ■* 


% 


A 


9 - 





4 








■>-' 

























CCK-f 


3302J 


1 . F OFTSTAN D AR D 

OPTIONAL GROUPS IN 



PART NO, 

QTY., 

-’-—*-^. . ... 

DESCRIPTION 

PART NO. QTY; DESCRIPTION 

*■ ' ' 

110-1418 

--—! 

' 1 

’■ ’ '' 

Block Assembly/ Cylinder" 

l ■ , 1 : - T ' 

104-0882 

‘ .1- 

’Crankshaft . 


105-0150 

■■ 1: 

: Camshaft " i 

■ : • -* - ,■ V - 

105-0CT5~S 


Plunger; “Camshaft Thrust - 

. “ A \ f 

105-C059 

.1 

Spring j Camshaft Plunger 

./ 

105-0030 

1 

*Gea«r, Timing 

' ■; r 

515-0001 

1 

Key, Gear Mounting 


105.-0004. 

1 

Washer, Camshaft Gear Thrust 


~i0-.V-“0446— 

-1 - 

"Geai 

* 

123-0791 

1' 

TubeOi 1 Fill 


123-1354 . 

1 ., 

■ Cap 5 Indicator, .Oil Fill 


503-0744 

1 

Hose,'Fuel 

i * 

503-0171 

. 1 

Clamp, Breather Hose 


503-0479 

1 

Hose, Breather 


153-0551 

1 

Cable, Choke . ■ 


154-0356. •. 

• 1 

Manifold, Intake. 


155-0513 

. -1..V 

Muffler. Exhaust 

X... - - . ■ , 

152-0156 

1 

Throttle, Manual ■ 


153-02-9 

*1 

Bracket. Choke Cable 


154-0360 

“1 

Gasket, Muffler 


■ 140-0756 

1 

Gleaner, Air 


503.-02SO 

J 

Clamp, Hose 

■p £ 

i>0 3-0464 

1 

Hose, M r Cleaner- 


145-0079 

i 

Inlet, 'Carburetor Air 


123 -.‘0 733 

1 

Connector, -Breather Hose 

-"l < : 

t- 

. 140-0211 

1 

'Tube, AiiOCleaner Hose 

" 

■505-0280 

1 

C1 amp , 1 lose y 


' 101-0372 

1 

Adapter, C lpf-'h . 

£ 

1 - 

503-0107 

1 

Clamp, Air 1 can or H. 


104-0102 

j 

Olatch, Flywheel Of 


jo 1 r' - 9 0 9 6 

] 

■ Kev . V.oodruf f 

j 

- 



■ - ^ 

i* 





* 



„ 


rJt 


v* ■ / c 



■ 

* 

> £\ & 

' 



' 

.: 'SL. 



■ 



--! L V. r . " ' 

. ■ 




* 





- 

■■ 

< 

f ■ e- 

r ■* ' . 




- 

* 


M , ' . 

. .. ..||lW „ 

..... f. . . _ 























SPECIAL PARTS LIST FOR MODEL ■, ,. i t 

1 . 4 .! ; ■ FOR STANDARD PARTS-&E£EB-Ta CATALOG 927 r^ 5 ^' : l-'\ J -.jcfeV NO. iS 

4-j OPT1QNAL GROUPS IN CATALOG*ARE LISTED BY GROUP HO i WHfeN lifiEEL^ ^ j, : 


E t : :j ^description 











Mi 





m 


-l.- 


^^ECtAL;P»ARTSllSX FOR> 4 pPEL 


•CCKA^MS 


% 


(A" 1 SPEC 

jfOmSTANDARCT PAPTS~REFER TO CATALOG : '$ 27-0265 
dptfOf^AL GROUPS |N CATALOG ARE LISTED BY GR OUP NO I" 


3.317J 


KEY NO. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTfONr 


Group- -.1' 
■ GToupri' 


&- 


\ 


110-2358 , 
110-1000 
|.'i iiOV '1037 
. .ua- 0‘904 
104-0883 1 

-H 2-0073 "' 2 


.- 113-0089 -. 
i 0 S-O' 23 flf.',' 
. 120-0759 
102-0835 
^5§-e-i5» 
- 1 . 6 . 7 = 0188 , ■. " 
123!-1356 ‘ 

123-0255 

.2340092 •: 

V 309-0257 
■ . 503-0479 ‘ 

• 30 ( 5-0170 
_ 134-0599 ■ 

13.4 \ 2 Id'S 
S03-01G7 
■' 167-0\Z52\ 

, ' 145-0501 \ 
4 ■ i'20-02\l '"\ 
' . , 503-0280 
167-0229 
lfo-2551 
160-1254 \ 


2 

.1 

.1 ■ 

■ 1 , 

■ 1 — 
2 

■1 

«l' 

1 

1 

.'I 

1 

1 

1- 

1 

2 

1 

. 1 

\ 4 " 

! 


315-0006 1 

160 - 1205 - • -1 


14-3390 
'’■'-1042 
160-0931 
160-0638 
150-TJ26n 
142-0590 
. 154-0360 
154-1137 
153-0487 
.. 153-0488 
518-0371 
141-0849 


1. 

L 

1 

1 

T 

1 

2 

1 

‘ 1 
■X 
' 2 
.T 


‘High Profile Breaker Box 
Flywheel.Charging.Alternator 
. “(Syncro) "■■■"“ l-*-” 

'' ■ *■ ■ ■ ' ' v 

’ Block Assembly, Cylinder ■' 

Seat, Intake. Valve ■ 1 

Valve-, Intake J 
R.otocap, Intake Valve 
Crankshaft . / , 

Piston and' Pin. = a 
R ing. Set,. Pist.on T _ . .. . . " 

Camshaft.. 

Intake, .Oil Pump .. . 

Base, Oil 

.iSrachet^lldverpar- Spring. .... 
Clip , 

-Gap and'. Indicator, Oil Fill 
Tube, Oi1 FiiI r 

Gasket, Oil Fill.Tube Mtg. - 
Switch,LOP 
Hos'fe, , Breather 
Clamp, Hose 
Clip, If2 Cyl. Cover 
Clip, Si Gyl. Cover 
Clamp IjER 

Plug, Spark ' 1 
Inlet, Carburetor Air 
Tube, Air Gieaner 
Clamp Hose , 

Clip ■ 

■'■'Gasket, Valve Cover 
-Gasket, Breaker Box Cover 

■Mounting ■ _■ 

Key, Crankshaft ‘ -- 

Box, Ignition Breaker 
(Complete) 

Housing, Blower 
Box, Breaker 
Guide, Plunger 
Point .Se,t., Ignition ' ' . 

Wick", "Tgriitron Box . ■ _ 

*Carburetor 
“ Gasket, Exhuast 
Manifold, Exhaust 
Choke, Electric 
Linkage, Choke 
■: Clip, Rod; E^d (LH). 

; Lever, Oii Shutter .. ■ 


T 


518 - 1)006 
502-0395 
- 166 - 0678 . 

166 - 0588 

167 - 1581 
167-1560 
142-0565 
■ 142-0241 
142-019 2 

. 142 - 0459 


Vlih 

v-'f- 

— 1 - 
.1 
1 
1 
-1 
1. 
1 
1 


., Rod End '.7 k 
Connector Hose 
■ Bracket, Goil - Mounting '• 
Clamp, Coil ■■,.,, 

Lead,, Hi Tension 15'.' 
’Lea'd'y.Hi Tension 24" 
#Kit, Repair 
SFlv, Choke 
,#Shaft, .Choke.^ ‘ ' 

#Valve and Seat Asseub ly 


'Parts not Furnished by Onan 
■' Spark Advance-'and Associated Parts 

*——-Same--as ■ standard carburetor- except.-..- 
; parts marked #. .- . 
















DIAL PARTS LIST FOR MOPEL 


GCKA-fS • 


SPEC 


3322J . 


: !; LFOR STANDARD PARTS REFER TO CATALOG 927-0253,.vr-i KEY NO. 
OPTIONAL GROUPS IN CATALOG AFiE LISTEb BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


description 


PART NO. QTY. 


DESCRIPTION 




Group - : 20. 


Vil OUp' Jv- ZD. 


Group - 35 


110-2358 

“ T'' 

.. ■ ..... , 

a 

'110-1000:. 

2; 

104-0882 

'1 

' 517-0048 

l 

510-0015 

10 

iOS-0238 ;• 

1 ■ 

'I 

.. 

: 120-0400 

i 

, 102-0402. 

l 

. 152-0212 

l . 

152-0211 


.152-0213 " 

■- 1 

..150-0988 


"■'5.03-0744 

' 1' 

1223-0489 ” 

■■/i' 

159-0617 

1 ' 

160-0937 

1 ' 

134-2946' 

'"T" 

- 134-0793- 

4. 

518-01.7.8 

: i 

154-0688 

“i 

■ 150-1023 

■ i 


. lf>-0th:6 


Gasoline Carb. - Adj.. Jet 
' Readi-Pul i Starter ' 


Block.Assembly, Cylinder— 
Includes -Breather Tube 
Insert, Intake Valve. Seat 
Crankshaft • 

Plug, Expansion v- 
" Sail, .Fly - Governor 5 . 

Camshaft - Includes Center 
Pin rx 

.. .Ring, Set*. J’i.stQir-. . —- 

J2up, Oil Pump Intake " . 

Base, Oil 

Control, Variable Speed- 
Complete 

Lever, Adjusting ^ 

Plate, Adjusting 
Extension,- Governor Arm 
Line, Pump to Carb. > 

Cap Vindicator' 

Tube, Oil Fill 
Flywheel 
Housing,.Blower 
Baffle, Air 

. Clip, Air Baffle .; 

Manifold', Intake 


Stud, Speed Adjusting 
-Key, Stub Shaft. 



150-1475 

150-0430 

150-1474 

150-0668 

-1S&-042-S 

150-0475 

,150-0376 

516-0032 

150-0666 

516-0085 


150-0475 

815-0148 

853-0008 

813-0111 


I 

1 

1 

1- 

1 

1 

, 1 , 

1 

1 

1 


1 

4 

.2 

2 


/ 


Kit, Vacuum Speed Booster 
Replacement .(Includes Par 
■ Marked *} - , . . ■ 

Bracket, Spring to Govern 
Link 

‘Diaphragm Replacement Kit 
. (Includes Parts Marked +.). 
.+Gasket, Diaphragm Plate- 
—i-Gasrk-ety--Booster ■ tO'Manrf o 
‘Spring, Internal 
‘Bracket, Internal .Spring' 
Adjusting ■" ; 

‘Pin,. Cotter-Adjusting Bra 
‘Plate, Diaphragm 
‘Pin, Diaphragm Lever Pivo 
‘Housing, Vacuum Booster 
(Not sold separately);; 
‘Cover, Vacuum Booster’H'Nc 

Sold Separately^: 

‘ Spring, External 
‘Screw, Slotted Hex Head 1 
(#8-32 x 7/.8 ,! ) ' 

Washer.,, Lock-ET (#10) 
Screw, 'Machine-Round llcuc 
(#10-32 x 2-1/4”) 


* Included in Vacuum Speed Booster 
Replacement Kit - — — 

+ Included -in Diaphragm Replacement Kit 







SPECIAL 'PARTS LIST FQR-MCfBfg- - SPfeC 

>T V'vv FOR STANDARDTARTfejiEP^R-TOCATALOG 927-0255 
OPTIONAL GROUPS IN CATALOG AF?E LISTED B| GROUP NO.-B ELOW 




c' ■■■■, ■■■ ■■ -'v .• 

V j.i , ijj - - , 1-” HU I H P- " . I 

S' k KEY NO. 2 . 










• GROUP 6 FLYWHEEL ALT 15 AMP 

■ ' :V; ■' (Phelon) ■ 



f, GROUP 27 ' . . VARIABLE. SPEED GOV- 

\ 155 -0360 ' 1 Muffler'#' ■ 


PARTS «0T FURNISHED BY ONAN 
- Spark Advance Mechanism 


v# 


J 























: SPEGIAL.PARJS LIST FOB MODEL CCK-MS ; " 5339J ; ■. 

FOR STANDARD PARTS REFER TO CATALOG o ? 7_ny KEY NO. i 
:: 7 OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BEfc4w-WH£N-U6EQy 


PART NOV : ■ 

= - ■*' ■' ; f. :■ 

QTY. 

s DESCRIPTION 

PART NO. 

QTY, 

DESCRIPTION 

v ./ - ; ■ '■ ■ r . ■.' 

: Group ’■ 1 ; 1 ■ 

, ■ , ' V " V 

i 

High Profile Breaker-Box, . 

' 1 .. 

.134-0832: 

' 1 ■■■■'■ 

i ■ ... 

’Baffle'Plate-Blower Housi 

^-Group - •25.... 


Rectangular Air Cleaner . 

154-1534' 

1 ' 

Manifold, Exitaust 




516-0157 

2 . 

Pin, Cotter-Governor 

110-1469/' 

1 ■ . ■ ■ 

. Block Assembly, Cylinder., 

' 


Linkage. 

101-0337 

.1 

Plate, Bearing 

870-0131 

1 

Nut, Lock-Linkage Ball do 

.110-1000 

2 

Insert, Intake Valv.e Seat 

„ 150-0122 

1 

Link, Governor 

516-0160 

■T 

Pin, Dowel-Oil Base:__ 

148-0361 

s. & 

Tube, Gas Inlet. 

134-0.S99 

. 1 : 

Clip-Rear Bearing Plate' 

154-0360 ' 

'' 2 

Gasket, Rxhaust..Manifold 

r .' .1.05-003.0.. 

1 V 

.Gear, Timing - Camshaft 

154-1029 

' 1 

Manifold, Intake 

/ i05-O42:S ‘ , 

1 . * 

Camshaft 

145-0322 

1 

Inlet,. Carburetor Air 

''112-0073 

2 

Piston and Pin ... 

140-0994 

1. 

Cleaner, Air 

•113-0089 , 

2 

Ring Set, Piston. 

50.3-0653 

1 

Hose.|, Air Inlet.,., .. 

110-1037 

2 

.Valve, Intake 

503-0004 

2 

Clamp-Sleeve to Air ('lean 

./ 110-0893 . 

4 

Washer, Valve Spring' Re- 


i. 

Hose (1) and Air Clean 

■' ■ ■ w . 


tainer 

■ .■ 


Hose to-Air Cleaner (1 

— 502-0058 - 

1 

Tee, Oil Idne' - 

134-1591 1 

1 

Housing, Cylinder Air R.II 

■502-0030 

1 ' 

Connector, Oil Line - 

104-0275 

1 

Crankshaft 

.. 


Inverted Male 

:: i5i-0345 

^ 1 

Governor 

12Q-0439" 

1 

Cup,' Oil Pump Intake 

150-0104 

1 

Gasket, Governor 

102-0563 

: 1 

Gasket, Oil Base « 

120-0/02 

1 

Line, Oi1-Governor 

102-0562 

1 

Base,- Oil ■■ -. 

309-0064 

1 

Switch, Oil Pressure , 

- 103-0037 

1 ’ 

Gear'Cover -Complete- ; 

THE FOLLOWING IS ; 

4‘SPECIAL LIST OF CORROSIO 



Includes Parts Marked * 

RESISTANT 

HARDWARE PARTS: 

15.0-0100 

1 

*Shaft.*-Idler Gear 

110-1928 

8 

Screw-Cylinder Head 

• 450-0101 

1 

*Gear-Idler 

114-0231 

10 .. 

Screw-Cylinder Head 

150-0116 

1 

^Collar, Governor Idler Stud 

S26-0191 

18 

Washer, Flat-Cylinder Ilea 

309-001.3 

1 

*Seal, Oil. 

800-0730 

4 

Screw-Gearcase 

: . 510-0019 

1 

Bearing-B.all-Gear Cover 

800-0734 

1 

Screw-Gearcase 

149-0136 

1 

Cover-Fuel Pump Hole 

. 520-0655 

4 

Stud-Oil Bas<e 

110-24.74 

1 ' 

Head, Cylinder-ff2 Cylinder- 

867.-0027 

4 

Nut, Hex-Oil Base 



R. H : . 

520-0654 

5 ' 

Stud,Rear Bearing'Plat e’ 

110-2473 ' 

1 

{lead/Cyl inder -?I Cylinder- 

867-0025 

5 

Nut, Hex-Rear Bearing Pla 



I..H. • -■ ’ 

800-0720 

n 

Screw-Valve Box Cover 

123-0832 ' 

” 1 ' ” 

'Cap and Indicator, Oil Fill 

800-0740 

2 ■ 

'Screw-Intake Manifold ... 

123-0861 

1 

Tube, Oil Fill 

800-0710 

■ 2 

Screw-Fill - Tube Mounting 

m 123-0092 

1 

Gasket, Oil Fill Tube 

800-0708 

3 ■ 

Screw-Blower Housing 

515-0094 

2 

Key -F lywh.ee 1 

812-0330 

■ 2 

Screw-Governor Mounting 

515-0006 

1 ■ 

Key,Stub Shaft. 

854-0015 ’ 

■ ' 7 " 

Washer, Shakeproof-Cylind 

160-1205 

1- . 

Box Assembly, Breaker - 



Air/lousing ■$ Blower lb 



Comp Letc 

850-0160 

4 

Washer 1 , Lock-Oil Fill Tub 

.. 160-0638 

_ 1 

point ■ Set. 



. and Governor Mounting 

. ■ 502-0019 ■ 

a 

Elbow, Oil Line 

, 850-0165 

.10 

Washer, Lock-Bearing Plat 

■ ■ 502-0058 

i. 

Tee , Oil Line '■ 

1 


and Geair Cover .... . 

- 501-0004 

" i 

Line, Oil-Flex < 

81.5-0,290 

■ 2 

■ Screw-L.H, Air Housing an 

' 134-1855 

l 

Housing, Blower 

■ "‘\C 


Air Cleaner 

193-0147. 

' i . 

.Gauge, Oil-Includes Bracket 

•815-026.1 2 . 

Screw-R.H. Air Housing ■ 

,$32-0005 

a 

Elbow-Oil Line To Gauge. 

850-0170 

6 

Washer, Lpck-Oil Base 6 i 
edifey Onan: Manlf 

.•336--207.I 

l 

Lead -Blower Housing 

Pants not 

Furnish 

508-0001 : 

i 

Grommet-Blower Housing. 


■ Starter---' 

870-0171 / 

4 ; 

. Nut ,: Plastic-Blower-. Housing j 


Flywheel ' '/' " 

.. |67-0081 . ■. 

2 

Plug, Spark 

7 

Ign ; i 

tion Coil and Leads 

■■■/./ "If 

-■ 

' ' . ' t-;' 

.... 

Carburetor ' vj.. 





■ \ 


■CCK-3MG 


334dd 


OP 


-0253 


KEY NO. 


BELOW WHEN USED. 


PART NO. 


GtV. 


Description 


PART NO. 


QTY. 


Group 6 ... 


12V 15A Alternator 


" -t 


Group 2-9 ' 

* 

.t 

3.3 to 1 Reduction gear 

&'■ ■' ■ ■ 

. . - ' ■ * ; 

k 

510-0015 

5 

Ball, Fly - -' Governor : 

--- ■— . 

-__ ____ f_ _ 

% 

167-0188 

2 . 

Clip - Gearcase (1) and 


- U ■ 




Oil Fill Tt^be (1) ' . 




336-2192 

■* ' l' 

Lead Assembly - ‘Output 

j 



150-0790 

■ ..I." 

.Arm, Extension - Left Pull 



r' 

134-322.0 

■ ; 1. 

Housing, Blower 




154-0360 

7 

Gasket, Muffler 




155-0480 

1 

Muffler, Exhaust : 




150-069S 

1. 

Spring; Governor ■■ 


* ■' * 



* . i 





. . ' . ^ _- 

j ' ■■■ 



; 6 


t 


f- 



1 










SPECIAL PARTS ClS-TFOR MODEL 


CCK-f^S 


3342J 


FOR STANDARD PARTS REFEff TO OATALQG: 927 r 02 S- 


- ;QR6yPS-^IN j$AfALQG AiHE,LiST|0 B%GR$UP ^ 


PARTNO. 

QTY/ 

a DESCRIPTION / 

Group - 4 


I .. ,* ** 

12V 2 0 A A11 em at or, 

! ■ -. % ” . ■ ■■ ■■■■ j " : 

•510-0015 

■ .. -r. 

5 

X . Vj 

T&aii j,--.Fl^"-: Governor ■ ■ ■ - 

332-0556 

■ i. 

_Corme.ctor - Stator ' , 

332-1497 ‘ 

1 . i. 

Terminal - Stator 

'167-0188 

2“ 

Clip - Gearcase Cl) and Oil 



■Fill Tube (1). 

150-0755 

F ' 

Arm,'Extension - Front Pull 

142-0431 ‘ 

1 

Carburetor * , 

155-0510 ' 

1 .. 

Muffler, Exhaust 

15.4-0360 

■2 

Gasket, Muffler . •' 

150-0698 

1 

Spring, Governor 


. PART no; QTY. 


DESCRIPTION 


\* ~ Standard Key 3 and 4 carburetor used. 
7"r' r " _ 'Bf'eakdav'n . in PTC. 





















4fARTN<3. QTY. DESCRIPTION PART NO; QTY. DESCRIPTION 

------ 1 .■■■ -■■■—- -— 7 T~T — : -^^ ^--- 


- Group 6 12V 15A Alternator 

* . * Group - 28 Top Molmted Engine' Control 

7 " s' 


SA£W)0-l-5 

167-0188 


150-0635, 

502-0020 


134-2878 

338-0565 

508-0084 

150-0698 


-E-l-v 


2 Clip Gearcase .(1)..and 
Oil Fill Tube '.(1) 

1 Arm, Extension - Rear Pull 
.1 Elbow, Oil Line - Block 
''to Oil Line 


L ilousing. Blower 

I- Harness Assembly *." 

1 Grommet - Blower Housing 

1 Spring, Governor 


/ 




% 


h 




& 


- * 

- i 




# ■■ 



4' 


* 




- i 


T-. 


1 


i r\n*n 


1 











SPECIAL PARTS I' 1ST mp MOOEL '' ' r ^i : SPEC: , ,■ 53 1 5J: 

1;• ■ ; FOR STANDARD PARTS REFER TO CATALOG 927-0253 ? KEY NO, 


:QPTIONA1rGRdbPS IN CATALOG ARE LISTED BY GROUP NO.-BEL OW WH E N US ED. 


PART Nb. 


^•--Group j6” 

. .Group ^27. 
Group - 32 


' ■ 110-1860 
—hrm^s-so--. 

•105^0238 
V .. 134-2897 
.308-0355 
; 155-0097 

. 134-2621 
134-2760■ . 
:"'I5T- ~Q1§S' 

- ’:5i5-023.b 


DESCRIPTION 


..^Piywheel Alternator .. . 
(fphelon) 

. Variable Spee^...Governor 
; Full Flo Oil Filter ' 


Block Assembly, .Cylinder 
Crankshaft 
Camshaft " . 

Housing, Blower 
Switch,-Start/Stop 
Cable, Choke 
Flywheel ' . 

Housing, Cylinder ^\ir RH 
Clip 

Key,, Crankshaft 


PART NO. -1 QTY. 


DESCRIPTION 


■. Parts. Not Furnished by On an 

■— '■..—Snark Advance anu -Associated Parts 












PART NO, QTY. DESCRIPTION ' PART NO. QTY1 * DESCRIPTION 

-— : -:- 'a \ ■-—— ‘yT---' i —i . '-.V--- . 

' ■ f. ■■ ■ , 5*"' . '■ : ' \ 


Group - 31 , 


Clutch . . • 

■■■ 




Group;- 32 


Spip-On Oil Filter^ 





Group «- "35 

_ 

..Reaidi-PulJr Starter- 


* 

If 

,r 

104-0913 

1 

Crankshaft 





134-3406 

1 

Housing, Blower 





313-Q01S 

1 

Button, - Stop 


f. 


' > 

110-1360 

1 

Blocks Assembly, Cylinder 




.... i ;) 

.134-2237 

A 

Housing, Cylinder. Air - RH 




i 


■ 

■ 1 * 








V 


Ei 


£. 


5 


■i 


If' 


Bf 


1 

















SRECIAL PARTS I I RT *F OR -MODEL- ^CXA^IS- ; SPEC 

. : I ■■ FOR'STANDARD PAfiTSi^E^j^ Tb-GAtALOG ' 

6^TI©1QAL GROUPS IN CATALOG ARE LISTED BY GROUP NO/ BELOW V 


• 535-0J 


PART NO. QTY..; 


description 


Part no: QTY: 


KEY NO, ,_± 


DESCRIPTION 


iGroup- “■■■- 6 
■Group - .32 ., 


-Flywheel Alternator- 'v^- 
(Phelon) 

Full-Flo Oil Filter 


110^I860 
104-0880" 
515-0230 
-10S-Q23S- 
167-0188 . 
134-2621 
134-2760 
150-0633 
150-0096' 
15 0-06 21 
.150-0698 
134-2734 


Block Assembly,.Cylinder 
Crankshaft- , 

Key, Crankshaft . ' 
Camshaft " ■ 

- Clip.' 

Flywheel ^ . > 

Housing, Cylinder Air RH 
. Bracket, Governor"Arm 
Stud, Governor K , 

Nut, Governor 
Spring, Governor ' ,, 

Housing, Blower 


Parts fiot Furnished by Onan . \ V 

Snark Advance and. Associated Parts 









y . 


CCK-MS?' 


FOR STANDARD PARTS REFER TO CATALOG 927-62 55 


KEY NO. 


PART NO. QTY. 


'DESCRIPTION 


PART NO. OTy; 


DESCRIPTION 


Group 28 


502-0020 

150-009S 

150-1000, 

..15QJ0G21 

508-0084 

301-4576 

308-0140 

332-0592 

,338-0565 

154-287S 

515-0202 


1 .# 

1 

1 ■ 

■ 

1 ' 
L, 
1 

1 
1 
1 

2 
1 


Top Mounted Control Panel 


Elhbw','Oil .Line," r 
Spring/ Governor 
Form, Governor Extension 
N^it,' Governor Stud 
■grommet Rubber 
Bracket, Engine Control. 

. Switch, Toggle 
Jumper, Ground ■ ■ 
Harness, Wire - 
Housing. Blower 
Key,' Crankshaft/ ' 




* 

.*■ 


& 



,_ / 


X : 




T f 










CCKA-3MG " 


CATALOG • 927-0253 

SY: GRGUPNO^BltQW^ 


»PAR-T NOr - - QTY.- 


335SJ- - - • ». - 

... KEY f j^ ~ 


DESCRIPTION 






SPECIAL PARTS LIST FOR MODEL I: CCKA f MF , I SPEC ... . : 

FOR STANDARD PARTS-REFER-T6-CATAL0G ’ 927-0253 KEY NO. 4 
- - — OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NOrBEt&W^WHeN-WSEO;- 


3359J' 
















;~'»r 


CCKA-MS 


^ spec 3S7Q ^ :: 

927-0253 < KEY NO. 


Q-TY. 


DESCRIPTION 


PART N0v V -QT¥. 

.\ -ffi 


DESCRIPTION 


Group. 


105-0238. 
1-34-2887 

154- 0356 
502-039-3 
153-0249 
518-0006 

155- 0510 
155-0360 
150-0 755 


1 

1- 

I 

i' 

l 

1 

1 

2 
1 


150-00,96 1 

"T5(MI59'S" '" 1 

515-0202 1 


Flywheel Alternator 
(Syncrd). . - . 


Camshaft 

Flywheel 

Manifold-,. Intake . 
Connector, Hose 
Bracket, Choke 
Clip.,' Choke Cable 
Muffle'r, Exhaust. . 
Gasket, Exhaust Muffler 
Arm, Governor - Front 
Pull 

Stud, Governor 
Spring, Governor 
Key, Crankshaft 


i 


Parts Not Furnished by Onan . . . 

. Spark Advance and Associated Parts 




% 


\ 

& 






















C.CKA-S 


3372J 

• ■ -j 1 _ 


FOR STANDARD PA(^T^EF-ER-TQ CATALOG 927-0253 . KEY NO 



3 ; 


PART NO. 

QTY. 

; DESCRIPTION ^ 

PART- NOr QTY-.- DESCRIPTION 

Group - 1 

• r 

■ i*- 

' v 

High Profile Ignition * ... 

'"T " - -■ ■ . ■ • . \ 

e r ■ 


* . l 

Breaker Box ' ■ ■;*■. . 


.Group.- 20 


.Carburetor - Adjustabie , 

‘ . ■■ :■ ■ ■ ..• ■■■, > ■) 



'■ Main Jets. 


.1X0-1418 

i 

■ ' \ 

Block Assembly, Cylinder •> 


104-0882 - 

“...... j 

Crankshaft 


515-0006 

■ i 

Key, Crankshaft 


11.3-0088 

2 

Ring Set, Piston 1 

■ ” ' " ■ ■ L ' 

1-50-1000 

1 

Arm, Governor Extension. 

^ ^ ^ 

515-0002 

1 

Key, Flywheel . "■ 

h 

134-1579 

1 

Housing, Blower 


.517-0021. 

' 1 

Plug, Dot Button. 

Y ■■ ‘ . 

517-0009 

■ 1 

Plug, Dot Button 

t . . 

'154“0M2.■ 

' - 1 ■ 

Manifold, Intake 


505-0008 

.1 

Plug, Pipe 


.153-0249 

1 . 

Bracket, Choke 


-502-0395 

. 1 

Connector, Hose 


518-0176 

■ 1 

Clip, Cable 


518-0006 

.■ .1 

Clip 


153-0351 

1 

Cable, Choke 


.140-1348 

1 

Base, Air Cleaner, 

* 

123-1284 

1 ■ 

Tube, Breather 


503-0171 

1 

Clamp, Hose 


150-0979 


Rod, Governor Control 



_ 

to Carb. 


503-01.89 - 

n 

1 

Clamp, Air Cleaner 


Parts Not 

Furnished-by Onan 



Stop Button 

* 






— ■■■ - - 

* 

Y —— = ' ■ 

/ r * ■ 


■■ ■ "’I' F"- i; ' y ' 

■■■.. Y ■■ ' ■ '■ ■■ :L = v 
















SPECIAL PARTS LIST FOR MOD^l, CCKA-MS .> \ — ; ,r ■ g PPh V-ffiffi-V-..y- : 

BOR STANDARD 927-0253 kEY Nof" 
z^i^tQPTIOnal Groups in catalog are listed by group no^belowuwhek used. 


PART NO. QTY. 


DESCRIPTION 


PART-NOr 


Grtmf)<' 1 High Profile Breaker Box 

Group.*- 20 . ' Carburetor with Adjustable 

' Main Jets ,/" 

Group - 27 , : Variable Speed Governor 


110-1418 1 Bloe^c Assembly, Cylinder 

515-0006 .1 Key, Crankshaft. \■ 

105-0285 1 Camshaft 

510-0015 10 . Flyball, Governor 

155-0351 ' - 1 ■ Cable, Choke 

154-0802 1 Manifold, Intake 

502- 0395 i Connector, Hose . 

505-0008 . 1 Plug, Pipe 

153-0263 1 ( ;it Bracket and Clamp, Choke 

-14-0=4:348 ■ ‘. 1 ’/ Tube, Breather 

503- 0171 1 ; Clamp/Hose 


f 


DESCRIPTION 














! : Vr, 'SPECIAL PARTS LIST FOR MODEL ; ■■ ’,y '■ ...CCKA-MS ■■■;>/ ■■ '.'.p SPEC . 558 .0 J .. , 

; FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _£ 

; opTib A L GROUPS IN CATALOG ARE LISTED BY GROUP N07BEL0W WHEN.USED. 


PART NO. 

QTY 

: DESCRIPTION 

PART NO. QTY. DESCRIPTION 

■ . :«f.' s .'*■■ ' . '' v ■■ 

Group 6 


t: .' ' : 

12V 15 Amp Flywheel " . 

; -l ■■■ _., S ■ . 1 ; ■■■ . . ■-.$ - ■■ . ;■ 


■ ■ " ■ 

. - ' ' Alternator. 


'Croup. 18 


Gas-Gasoline Carburetor 


.'Gfoup.- 28' 


1 Top.Mounted Engine Control 


.517-0048 

1 

Plug, Expansion ' 


105-0238 

■ 1 

Camshaft - Includes Center 

Pin 

- • 

ISO-1421 ’ 

1 

Shaft ^ Arm Assy. - Gov.. 


167-0188, . 

2 

Clip - Gearcase (1)'and Oil 
Fiir.Tube (1) 

V 

134-2878’' 

. 1. 

Housingi Blower 

1 ' 

008-0140. 

. 1 

■Switch, Toggle 


332-0592 

1 

Strap, Ground - Switch 

. 

. 301-4376. 

1 

Bracket, Engine Control 

* 

338-056.5 

1 

Harness,: Start 


508-0034 

1 

Grommet, Blower Housing 

? ..j 

142-0458 " 

1 

Carburetor * , „ 


148-0147 

1 

Pipe, Carburetor Inlet . 


134-2760 

1 

'Housing,, Cylinder Air - RH 


5.02-0020 

1 

Elbow,-Oil Line to Block. 


.142-042.0 

1 

#Shaft Assembly, Choke 

■i . ' 

813-0103 

1 

#Screw, Nhch. Rd. Hd. - 

J, 



Choke Fly Itg. ‘ 

' 1 t-i 

> 


CIO-32 x 3/4) . . „ 


152-01.55 

1 

#Sw ivel, Chok.e 


815-0104' 

1 

#Screw, Fillister Hd. Nhch. 1 - 

■ > 



Swivel .(8-32 x 5/16) ■ 


516-0059 

1 

#Lock, Hair Pin- Swivel Mbg. ' 

' r - .* 

* - Same as 

carburetor' listed in Group 18 . , 


using Key 1 

and 2 except.parts marked #, 


Parts Not Furnished by Onan . 

* F , : - 

Spark Advance f-fechanism 


A . ; 






". [ " . .. 

■: v...* ■■ 



* ’ 

V 

■ t ' 



' 


f 

. ■ '* r 


1 *• 

/ ■ - ' 

* 












SPECIAL PARTS LIST FOP MODEL ' CCKA-MF , rr- 1 '.- 

'■■■■ fe: •■fdft /STANDARD PART^EFiR^^ 4 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED 

























SPECIAL PARTS LIST FOR MODEL 
'FOR STANDARD f, 


CCKA-MS 


33a9j: 


TCTCATALOG 327- 


NO. 


OPTIONAL'GROUPS IN CATALOG ARE LISTED BY.GROUP 


PART NO. 


QTY. 


bESCRIPTION. 


PART NO. 


DESCRIPTION ' 


Group -■ ' .6 ■ 

Group - 28' 
Group s - 32 ■’v. 


,12 V 15 Amp\A It er ria t o r\ 
fop Mounted' Engine 'Contro 1 
Spin-On Oil Fi-Lter— 


i10-1860 

1 

Block Assembly, Cylinder 1 

. SJ.7-004S 

L._L. 

.. Plug, Expansion ;■ 

Camshaft - Includes Center 

105-0238 

1. 

■■■ r . '■ ■ 

110^0-893 ' 

4 

Pin 1 ■■.■■■ ■ 

Washer, Valve Spring 

.150-1421 ■ 

1 

Retainer 

Shaft $ Arm Assy. 

149-0136 

■ 1 

-Cover, Fuel Pump Hole 

.167-0*188 • 

2 

. Clip, Gearcase (1). and Oil 

134-3376 

1 

Fill Tube (0 

Housing, Blower : 

308-0140 

1. 

Switch,. Toggle 

332-0592 

1 

Strap, Ground*- Switch 

301-4376 

1 

Bracket, Engine Control 

■358-0565 

1 

..Harness - Start 

.502-0020 ' 

. 1 

Elbow, Oil Line to Block 

502-0039 

1 

Elbow:, Carburetor , 

" 150-0979 ... 

; i 

Link, Governor 

. i34-2760 

■■ / : 

• .i. 

Housing, Cylinder Air RH 

J.45-0316 ■ 

i 

■Ring, Adapter - Carburetor 

148-0690 

,i 

Line,.Fuel - Reg. to Carb. 

502-0039 

i 

Elbow, Regulator. 

: 148-0465 

i 

Regulator 

505-0099 

i 

■ Nipple, Close - Reg. Inlet 

502-0183 

i 

Elbow, Vaporizer -Inlet 

148-0688 - 

i 

Bracket,,Vaporizer Mtg. 

. 148-0418 . 

i 

Vaporizer " 

141-0647 ; 

■ i 

Carburetor ..(Available part; 

141-0653 

u 

are marked #), 

#Kit, Repair (Includes 

141-0650 

2 

Parts* Nferked *) . 
#*Retainer, Shaft Seal 

141-0651 

2 

#*Seal, Throttle Shaft 

141-0652. 

1 . 

#..*Kit, Gasket (includes ■ 

141-0078 

T# 

Parts Nhrked .*,*) 

**Gasket, Flange .- 

141- 0648 

1# 

**Gasket, Nfetering Block 

141-0649 ' 

1# 

**Gasket, Adapter Plate v 


Parts Not Furnished by Onan 

, : Spark Advance Nfechanism 


'J. 
















| Group - 

if 

1 150-M2 2 
i 167-0188 

" 336-2192 


12V 15 Amp Flywheel Alt. 


1 Shaft, and Arm Assy. 

2 Clip, Stator Leads - Gear- 

. cas'e (1) Fill Tube (1) 

4 'Lead, Alternator Output . 

















SPECIAL PARTS LIST FOR MODEL. : ; V .2 2 , ■!' SPEC - 1 -I ----U,.-: 

J FOR STANDARD PARf§-REPER:-T-Q- CATALOG 927-0253 : I KEY KlO 
OPTIONAL CROUPS IN CATALOG ARE LISTED BY GROUP NOrB ELOW WHEN U SED.- 


PA&T NO. QTY. 


DESCRIPTION 


PARTNOV 9TT. 


DESCRIPTION 


Group 6 

1. 

• 12V 15Amp Flywheel Alt. 

Group* -32 

■■ ■ ■ 

Spin-on Oil Filter 

'.. • " v .■ •...:: * . 

110-2860' 

■ 1 

Block Assembly, Cylinder 

517-GO48 

i 

Plug, Expansion 

105-0238 

1 

Camshaft-Includes'Center Pin. 

167-0188 ' 

. ■ .2 

Clip, Stator Lead-Gear Case 

V • . <b. 


V (1) And Oil Fill Tube (1) 

150-0635 

1 

. Arm, Extension^Gqvemor : . 

134-2734 

1 

Housing, Slower' 

155-1083 

' ',1 

Muffler, Exhaust 

505-0618 

1 

Cap, Muffler 

154-0360 

'■ ‘ 2 

Gasket, Muffler 

134^2760 

1 

, Housing, Cylinder Air-RH 

150-0608^ . 1: 

Spring,' Gov . Speed Adj . 

336-2192 

1 

Lead, Output . 

.150-14.21 

■ 1 ■ 

Shaft and Arm Assy-Gov, 

Parts.Not. 

Furnished by Onan 

Spark 

Advance Mechanism i 












Option - 6 

Option - 2.8 
Option. - 36 


Flywheel Alternator + 
(Pnelon -■ 15 Ampe're) 
Control (Engine) ■■■ 

.Choke (Sisson). 


104- 0880 1 Crankshaft " ; ( 

517-00.48. 1 Plug, Expansion - Camshaft 

-- - Opening In Block . 

105- 0238- 1 Camshaft (Includes Center Pin) 

.150-0075 7.1 . Pin, Camshaft. Center 

323-0853 1 - Body, Alternator Stator 

A Leads Connector 

'. 134-3019 1 . Flywheel (Includes . Ring Gear) 

134-0673 . 1 Gear, Ring - Flywheel 

502-0020 1 Elbow, Street - Oil Line To 

" Cylinder Block 

.134-2995 1 Housing, Blower 

301-4376 1 Bracket, Engine Control 

308-0140 1 ■. Switch, Start-Stop (Toggle) 

508-0084 1 Grommet, Rubber - Blower 

Housing (W Hole) 

. 153-0460 1 Link, Choke To Carburetor 

154-1909 1 .Manifold, Exhaust 

. 505-0329 1 Cap, Pipe - Exhaust Muffler 

154-0360 2 Gasket,. Exhaust Muffler 

Mounting 

167-0188 2 ■ Clip, Alternator Stator Leads 

Parts Not Furnished"By Onan 
Spark Advance 




* 


* 


■1 


■ 

!. 
















■ r SPECIAL PARTS LIST FOR MODEL . CCKA-MS ; N ! I SPEC : " - J459J- ..■' V: 

V- ; .v.i■■ ' ■ FOR STANDARD PARTS REFERTO CATALOG 927-0253 KEY NO. ':v_! 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO BELOW WHEN USED? 

t PART NO" QTY. DESCRIPTION PART NO: QTY. DESCRIPTION 

■'■ * i I ■ s ' "'' '■ ■ t——* r-r- . ■ ' - ' ■ ■■ : —-—--r*—-— !■ ■■■ • i - -■ ' ■ ' '. ——■— ' ' ' ' 'j ■ ■ i'y . . ■■■■■—^—-!-r.... 


Option.' - 1' I gn i t ion .Breaker Box 1 " 

(High Profile) 

■ Option - 20 . Carburetor (Gasoline, 

Adjustable Main Jet) 

Option -34 Vacu-Flo Cooling (9 O' Clock) 

Option - 36 Choke (Sisson) , 

■ -ho-,294.3 • :. 1 • Block Assembly, Cylinder 

(Refer To Standard Cylinder 
Block For Components, Except 
Parts Marked *)' ' v- 

517-0048 * 1 *Plug, Expansion - Camshaft, 

Opening In Block 

110-1000 2 *Inser.t, Intake Valve Seat 

/ ■ . (Available In .010-And , 

1 .025 Oversize) 

.101-0390. 1 “Aplate, Bearing - Rear 

104- 0882 1. Crankshaft 

105- 0238 . 1 Camshaft (Includes Center Pin), 

150-0075 1 Pin, Camshaft Center 

110-1037 2 Valve,^Intake 

11.0-0904 4 Rotocap, Valve Spring Retainer. 

123-0531 1 Tube, Oil. Fill 

^123-0018 1 Cap And Indicator, Oil Fill 

s (Includes Gasket)-- 

123-0191 1 ^Gasket, Oil Fill Cap 

503-0479 1 Hose, Breather 

503-0170 1 Clamp, Breather Hose To Air 

Inlet (5/8") ’ 4 

503-0171 1 Clamp, Breather Hose To 

Breather'Valve (11/16") 
145-0507 1. Inlet, Carburetor Air 

140-0211 1 Sleeve, Air Cleaner Hose 

503-0280 1 Clamp, Air Inlet To Sleeve 

503-010,7 1 Clamp, Air Inlet To Carburetor 

15.4-0383 1 Manifold, Intake . 

. 150-1466, 1 Booster, Vacuum (Includes. 

. Parts Marked //) 

150-1352 ; 1. #Pin, Vent, 

150-06^8. 1 //Gasket, Diaphragm Pla.te 

150^0666 -^ 1 //Plate, Diaphragm 

150-R465 ‘ 1 //Diaphragm ■ F ; 

. 150-04 75 1 1 ' ^Spring, Diaphragm Arm ; 

150-0376 . 1 //.Bracket, Diaphragm Arm Spring 


I50-0425 


. . Gasket, Vacuum Booster 
Mounting ./ 

150-0475 

:: ' 'I ■. . 

Spring, Vacuum.Booster L 

150-0430 

. 1 

Clip, Vacuum Booster Spr 

155,-0903 

1 

Muffler, Exhaust 

154-0360 

. ' 2 , 

•.Gasket, Exhaust -Muffler 

104-0302 


Flywheel (Includes Ring .i 

134-0673 

. i . 

Gear, Ring -"Flywheel 

134-0753 

'i 

Wheel,.Blower; 

134-2795 ' 

i " 

Housing, Blower 

517-0035 

l 

Plug, Dot Button - Bloye: 
Housing Timing Hole 

134-3070 

/ * l. 

■Scroll, Air Discharge 
'(Includes Guard) 

134-2956 

l 

Guard, Scroll Outlet 


Parts Not Furnished By Onan.-. 
Air Cleaner : 

Spark Advance 

















PART NO. ‘ 

QTY. 

DESCRIPTION ^ 

. c. BART NO.- r QTY. ; DESCRIPTION ‘ ■ 

“ ~: I- 

; ; Manufactured For; 

Selmac . ■ ■' 

■■ r .„ 1 i ' , r .." ■ - L ■ -V . ' 

Option - 

6 \ 

Flywheel Alternator 

F. ■ - . v : : “ •: "■ "Vr/ i•..1 ..1." f 



. (Fhelon - 15 Ampere) 


Option - 

28 ■ 

Control (Engine) 


517-004’8 

1. 

Plug, Expansion l- Camshaft 

:: v 



Opening In.Block , ‘ 

' '' ■ 'F " "■. .. '• 

105-0238 

1 

Camshaft (Includes Center 



* 

Pin) 


150.-0075 

1 

Pin, Camshaft Center' 


323-0853 ■ 

1 

Body, Alternator Stator 

■ ’t 



Leads. Connector 

- ... f. 

167-0188 

'2 

Clip, Alternator Stator Leads 

■ j 

_13_4^3.0-ia 

1 

Flywheel (Includes Ring Gear) 


■ 134-0673 

- 1 

Gear, Ring. - Flywheel 

■ 

502-0020 

- 1 

Elbow* Street - Oil Line To 




Cylinder Block 

% 

\ 

134-2878 

1 . 

Housing, Blower' ■ ^ 


508-0084 

1 

Grommet, Rubber - Blower 

j 



Housing (Ik" Hole) 


■ 152-0170 

1 

Lever, Throttle Control' 


308-0140 

■ 1 

Switch, Start-Stop (Toggle) 

t * 

301~.43.76 

1 

Bracket, Engine Control. 

- - „ ■ 

338-0565 

vl 

Harness, Wiring - Start-Stop 

f "E' 

Parts Not 

Furnished By Onan 

' 

' /' Spark Advance- 


, J ' 



t 

1 

4 

* 

* 

■ ■*: 

: \ 

* s. 

4 . - . . 

4 

- 

- 1 , ■ 

■ ; -a "• ", '■ 

A " 


- : M' ■ "l -. ■■ l l ■' 


* 

. K '■ 

• . / . ^ V' 

- .— ....... . . * x F V ■:' ■ 

■ ' ■ . ' . 

V r . 

. \ ' ; '. ■ 



















SPECIAL- P ARTS LI ST FOft - Itfi 00 EL^ ^ 


FOR STANDARD PART'S REFER TO CATALOG 


U;. 


OPTIONAL GROUPS IN CATALOG AHE LISTED BY GROUP NO. BELOW WHEN USED. 




PART NO. QTY. 


DESCRIPTION*’ 


PART NO. QTY.. 


DESCRIPTION 




OpTion - 6 

Option - 28 


Flywheel Alternator 
(Phelon - 15 Ampere) 
Control (Engine). 


134-3019 

134-0673 

323-0853 

.152-0170 

134-2878 

301-4376 

508-0084 

502-0020 


308-0140 

338-0565 


1 Flywheel (Includes Ring Gear) 

1 Gear, Ring - Flywheel 

1 Body, Alternator Stator 

Leads Connector 
1 Lever, Throttle ’Control 

1 Housing, Blower 

1 Bracket, Engine Control 

1 Grommet.,, Rubber - Blower 

Housing (iy Hole) 

1 Elbow, Street - Cylinder ■ 
Block To Oil Line (90°) 

1 Switch, Toggle - Start-Stop 
1 Harness, Wiring (Start) 




















PART NO. 

QTY. 

DESCRIPTION 

.Option' - 4. 


,■ . 

■ Flywheel Alternator , . 


: V,'. 

(Syncro - 20 Ampere) 

.105-0238:. 

.1 

.Camshaft (Includes Center 



Pin) , . 1 

150-0075 


Pin, Camshaft Center 

..-,517*0048. 

■ - 1 . ' 

Plug, Expansion - - Camshaft 



Opening In Block. 

167-0188 : 

°2 

Clip, .Alternator Stator^ Leads 

■'134-2887 • 

1 

Flywheel (Includes Ring Gear) 

.134-0673 

1 

Gear, Ring Flywheel 

150-0635 

.1 

Bracket, Governor Speed 

" - ■! ' ■ ■ ■ 


Adjusting Stud 

• 150-0698 

1 

Spring, Governor Speed 

-—153—0860- - 

1 

Muffler, Exhaust 

154-0360 

1 

Gasket, Exhaust Muffler. 


Mounting 


T . '■ e ' . 


DESCRIPTION 


Parts Not Furnished By Onan 
Spark. Advance 



r . 
















SPECIAL PARTS LIST FOR MODEL ( 

FOR STANDARD PARTS-R€-FER-TQ 


tOPTJONAL GROUPS IN CATALOG ARE LISTED BY GROUP NOt-BE 


CATALOG 


PART NO. 


QTY. 


DESCRIPTION 


PART NO; 


Option - 

6 


Flywheel Alternator 




(Phelon - 15 Ampere) 

Option* — 

32 


. Spin-On Oil 'Filter 

110-1860 

t 

■ 

1 

Block Assembly, Cylinder 

(Refer To Standard Cylinder 
Block For Components, 

Except Parts Marked *) 

.517-0048- 


1 

*Plug, Expansion - Camshaft 




Opening In Block 

105-023.8 


"l 

Camshaft (Includes Center 

Pin) ■ 

150-0075 


1 

Pin, Camshaft Center 

323-0853 


1 

Body, Alternator Stator 

Leads Connector - 

150-0635 


. i 

1 Bracket, Governor Speed 
Adjusting Stud 

150-0698 


l 

Spring, Governor Speed 

134-3216 


l 

Housing, Blower 

134-2760 


l 

Housing, Cylinder Air — 

Right Side 

154-1.909 


l 

Manifold, Exhaust. 

505-0329 


l 

Cap, Pipe - Exhaust Manifold 

154-0360 


2 

.Gasket;., Exhaust Manifold , 

— Mounting 


Parts Not Furnished By Onan 
Spark Advance, 
















CGK-3G 


FOR STANDARD PAftTS-REFER-TO CATALOG 


-34J2J. 
927-0233 KEY NO. 



Option - 27 
. Option - . 2V~y ■ 

VV v'vj 

503-0744 1 


Variable. Speed Governor 
’Control . - ■ 

Reduction Gearbox . 

. (Right Side Horizontal., 

■ 3.3:1) ■ 

Line, Fuel Pump To Carburetor 


















SPECIAL PARTS LIST FOR MODEL 


CCKA^MS 


SPEC 




V FOR STANDARD PARTS-REFER ¥O CAT‘ALOG 927-0253 J KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO: 


PART NO. 


QTY. 


DESCRIPTION 


PART NOV QTY. 


DESCRIPTION 


X 


:: ' 105r0238 1 Camshaft (Includes Center 

Pin) ' _ ■ 

I.. 150-0075 ■ 1 Pin, Camshaft Center 

■ ('■. 517-0048 1 Plug, Expansion - Camshaft 

■ ■ ■ Opening In Block 

123-0791. 1 Tube, Oil Fill 

123-0764 1 Cap And Indicator, Oil Fill 

(includes Gasket) 

123-0191 1 Gasket, Oil Fill Cap 

■ -503-0479. 1 Hose, Breather 

; 503-0170 . 1 Clamp, Breather Iiose To 

Air Inlet (5/8") 

503-0171 1 Clamp, Breather Hose To 

Breather Valve (11/16") 

”■ 5X3-0107 1 Clamp, Carburetor Air Inlet 

.145-0507 1 Inlet, Carburetor Air 

140-0211 1 Sleeve, Air Cleaner Hose 

5Q3t 0280 1 Clamp, Air Inlet To Sleeve 

503-0464 1 Hose, Air Cleaner 

503-0280 2 Clamp, Air Cleaner Hose 

140-0736 ■ 1 Cleaner, Air 

Parts Not Furnished.By Onan 
Spark Advance 


) 














SPECIAL PARTS LIST FOR MODEL :: V . CCKA-3MG 



.h; FOR STANDARD PARTS REFSR TO CATALOG 927-0253 KEY NO. 4 . 


7 OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN-OSEO. 



Option ~ 6 Flywheel Alternator 

(Phelon - 15 Ampere) 

. Option - 28 Control (Engine) 

‘Option - 29 ' Reduction Gearbox (Right 

Side Horizontal - 3.3:1) 

. 517-0048 1 Plug, Expansion - Camshaft 

... . . Opening In Cylinder Slock 

105-023*8 1 Camshaft (Includes Cent.fer 

; . ■ ■" 1 Pin) - j . 

. 150.-0075 1 Pin,_ Camshaft Center /V 

502-D020 1 Elbow, Street - Oil Vine. To 

h . Cylinder Block . /f- 

134-3019 1 Flywheel (Includes jSing Gear) 

134-0673 1 Gear,.Ring - Flywheel . 

-323=.Q.853 .. .1* Body", Alternator Stator 

* ;; .Leads. Connector 

167^-0188..2.’ Clip, Alternator Stator Leads 

134-2878 1 Housing, Blower 

301-4376 1 Bracket, Engine Control 

308-0140 1 Switch, Start-Stop (Toggle) 

' 338-0565. 1 Harness, Wiring - Start-Stop 

152-0170 ' 1 Lever, Throttle Control 

508-0084 1 Grpmmet, Rubber - Oil Line 

Through Blower Housing 
(IV Hole) 

155-1083 2 Muffler, Exhaust 

505-0618 1 Cap, Pipe - Exhaust Muffler 

.154-0360 2 Gasket, Exhaust Muffler 

Mounting 

Parts Not Furriii shed By Onan 
Spark Advance 


V 









Option - . 6 

Option - 32 
Op tion.' - 36 

.110-1885 


110-1827 

110-1000 


110-1037 2 

.110-0904 ,4 

509-0090 2 

104-0882 1 

, 193-0108 1 

502-0053 ' 1 

.134-3019 f 1 
134-0673 1 

323-0853 1 

134-2734 1 

134-2760 1 

153- 0460.' ■ 1 

154- 1909 ■ 1 

154.-0360 . 2 

505-0329 1 

515-0006 1 


Flywheel Alternator 
(Phelon - 15, Ampere) 
r ' Spin-On Oil Filter ", . 

Choke (Sisson) 

Blo,hk Assembly^ Cylinder 

(■Refer-To Standard Cylinder 
Block For Components, 

Except Parts Marked #) 
#CuidoValve - Intake 
//Insjert, Intake Valve Seat . 

(Available In .010 And _ 
-^025 Oversize) 

. Valve, Intake ’ » 

Rotocap, Valve. Spring 

Retainer - Intake-Exhaust 
■ 'Seal, Valve Stem - Intake 
Crankshaft 

Sender, Oil Pressure 
Elbow, Street - Oilipressure . 
Sender (45°) 

Flywheel (Includes Ring Gear) 
Gear, Ring - Flywheel 
Body., Alternator S'tator 
Leads Connector 
Housing, Blower 
Housing, Cylinder Air .- Right 
Link, Choke To Carburetor 
Manifold, Exhaust 
Gasket, Exhaust Manifold 
Cap, Pipe - Exhaust Manifold 
Key., Crankshaft Stub 



















,7;SPECIAL PARTS LIST FOR MODEL.. ccka-ms SPEC : 4.L .3.499J i.■._ 

; T ;; FOR STANDARD PART^ R^FER TO CATALOG 927-0253; KEY NO. 4 
- -^OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NOr BfeOW-WHEN-i>SED. 

BARTNO. QTV. DESCRIPTION PARTNO. QTY. DESCRIPTION 

' ... , ■■ ■ 1 . : . . 

Option - 6 . Flywheel. Alternator ’ : “ 

(Phelon - 15 Ampere). 

... Option - 27 '■ Variable Speed Governor 

Control 

517-0048 1 Plug, Expansion - Camshaft 

■ < Opening In Block 
, . 105-0238 1 Camshaft (Includes. Center Pin) 

150t 0075 1 Pin,.Camshaft Center 

323-0853, 1 Body, Alternator Stator Leads 

Connector 

167-0188 2 Clip, Stator Leads 

134-3019 1 Flywheel (Includes Ring Gear) 

134 : -0.673 1 Gear,'Ring *? Flywheel 

155-12 53 | 1 Muffler, Exhaust 
... 154-0360 s 2 . Gasket, Exhaust Muffler 

Mounting 

505-0618 1 Cap, Pipe - Exhaust Muffler 

Parts Mot Furnished By Onan, 

Spark Advance ,. . 
















SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


FOR STANDARD PARTS REFER TO CATALOG 

His,.. 


SPEC _ 

927-0253 


3509J 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHIN 1 USED. 


PART NO. 

QTY 

DESCRIPTION 

Option - 

32 

l 

% 

Spin-On Oil Filter 

Option - 

34 

Vacu-Flo Cooling 

Option - 

36 

Choke (Sisson) 

110-2375 

1 

Block Assembly, Cylinder 

(Refer To Standard Cylinder 
Block For Components, 

Except Parts Marked *) 

110-1000 

2 

^Insert, Intake Valve Seat 
(Available In ,010 And 
,025 Oversize) 

517-0048 

1 

*Plug, Expansion - Camshaft 
Opening In Block 

105-0238 

1 

Camshaft (Includes J Center Pirf 

_ l50.-g.Q75 

1 

Pin, Camshaft Center 

112-0073 

2 

•Piston And Pin (Available In 
■.005, ■ .010, .020, .030 And 
.040 Oversize) 

112-0069 

2 

Pin, Piston 

112-0003 

. 4 

. Ring,. .‘Retaining - Piston Pin 

113-0089 

2 

Ring Set, Piston (Available 

In .005, .010,. . 020, .030 6 
And .040 Oversize) 

, 110-1037 

. 2 

Valve, Intake 

110-0904 

4 

Rotocap, Valve Spring 
..Retainer ' ..■■ 

102-0878 

1 

Base, Oil 

.123-0286 

1 

Cover, Oil Base Top Fill 

Tube Opening 

123-0092 

1 

Gasket, Top Fill Tube Opening 
Cover. ■ 

' 123-0531 

1 

Tube, Oil Fill 

123-0544 

1 

Cap And Indicator, Oil Fill 
(Includes Gasket) 

123-019l' 

1 

'Gasket, Oil 'Fill Cap 

309-0237 

■ 1 . 

Switch, Low Oil Pressure 

515-0006. 

1 

Key, Crankshaft Stub / 

,*104-0882 

1 

Crankshaft , ( 

150-1577 

1 

Bracket, Governor Speed 

503-0479 

1 

Hose, Breather 

503-0170 

1 

Clamp, Breather Hose To 

Carburetor Air Inlet (5/8") 

503-0171 

■ 1 

Clamp, Breather Hose ; . To 
Breather Valve (11/16") 

.503-0107 

. 1 

Clamp, Carburetor Air Inlet 

.145-0507 

. 1 

Inlet, Carburetor Air 

140-0211 

1 

Sleeve, Air Cleaner Hose 

503-0280, 

1 

Clamp,. Air Inlet To. Sleeve 

• 503-0464 •> 

1 

Hose, Air Cleaner 

503-0280 

2 

Clamp, Air Cleaner Hose > 


PART NO. 


QTY. 


DESCRIPTION 


t 


140-0736 

1 

Cleaner, Air . 

502-0313 . 

1 

Elbow, Barbed - Carburet 
Fuel Inlet 

154-1710 

1 

Manifold, Exhaust 

505-0329 

r 

Cap, Pipe - Exha°ust 
Manifold 

154-0360 

2 

Gasket, Exhaust Manifolc 
Mounting 

517-0035 

i 

Plug, Dot Button - Blowt 
Housing Timing Hole 

134-2760 

i 

Housing, Cylinder Air - 
Right /' 

134-0753 

i 

Wheel, Blower 

134-3070 

l 

Scroll, Air Discharge 
(Includes Guard) 

134-2956 

i 

Guard, Scroll Outlet 1 

Pdrts Not 

Furnished By Qnan 


-Spark Advance 
Fuel Pump 


R. 







I 


Option 

1 


Ignition.Breaker Box 
(High Profile)' V,. ^ 

Option - 

20 


Carburetor (Gasoline- With 
.Adjustable Main Jets)' 

Option - 

27 


Variable Speed Governor 




Control 

110-1418 


1 

Block Assembly, Cylinder 

(Refer To Standard 1 Cylinder 
. Block For Components) 

.113-0152 


2 

Ring Set, Piston" t 

510-0015 


10 

Ball, Fly -Governor * j 

503-0744 


1. 

■Line, Fuel Pump To Carburetor 

154-0802 


1*.. 

Manifold, Intake ■ ( ' 

.505-0008 


1 ■ 

Plug, Pipe - Intake Manifold 

U/S") . - J 

153-0351 


1 

Cable, Choke ~; 

■ 140-1348 


1 ' 

Base, Air Cleaner 

123-1234 


1 ■ 

Hose, Breather 












.351A.J.. 


.’. Option V 36 Choke (Sisson). . - 

309-0237 1. Switch, Low Oil Pressure' 

153-0460 .. 1 . Link, Choke To Carburetor 

155-1253 1 ‘Muffler, Exhaust 

505-0618 1 1 Cap, Pipe - Muffler (IV), 

. . 154^0340-2. Gasket, Exhaust Muffler 





























, SPECIAL PARTS LIST FOR MODEL - : ; -CCK-MS, i ,V , ;. t SPEC . 

F0R STANDARD P ARTS-REF iR TQ-CAT ALOG : 927-0253 

— — OPTIONAL GROUPS IN CATALOG ABE LISTED BY GROUP NQ,-BEL©w4¥ 


KfY NO] ¥>,■%■ 


PART NO. * QTY. 


DESCRIPTION 


PART NO,- QTY. 


Option - 

34 ■. 

Vacu-Flo Cooling 

502-0020 

■ 

1 

Elbow, Street - Cylinder 
31ock To Oil Line‘ 

501-0015 

1 

■ Line, Oil e ~ Flexible 

502-0431 

1 

Bracket And Tee, Oil Line 

•502-0003 

1 

Connector^ Inverted Male ■ 



Oil Mne To Tee 

505-0057 

2 ' 

" Plug, iPipe - Bracket And 1 
(1/8 ) . 

150-0635 

1 

Bracket, Governor Arin 

150-0698. 

■. T 

Spring', Governor 

.134-0753 

1, 

Wheel, Blower 

134-2795. 

- 1 

Housing, Blower 

134-3041 

' ■ 1 

Scroll, Air Discharge 
(Includes Guard) 

134-2956 

1 

Guard, Scroll Outlet 

.153-0097 

1 

Cable, Choke 

517-0035 

t- 

1 

Plug, Dot Button - Timing 
Hole 

155-0860 

■ 1 

Muffler, Exhaust 

154-0360 

2 

Gasket, Exhaust Muffler 





PART NO. 

QTY. 

-.. 

DESCRIPTION 

PARTNO. -OTY. 

M DESCRIPTION 

r ■ ■ v 


h ! , . i ■ ■ ■ ■ 

1 ' - 

1 ' ■■■ _■ ■ .■■■ ; ■ ' 1 ' . 




Optiofi - 20 


110-14.18 :* 1 

■' *■ 

.104-0882 1 

'515-OQ02 1 

515-Q006 : 1 

113-0088 2 


.15.0=10.00.1 

150-0979 1 

503-0744 1 

154-0802 ’ 1 

505-0008' 1 

142-05.95 1 


142-0192 1 
142-0241 1 
142-0459 1 
142-0598 1 
140-1348 1- 
123-1284 1 
134-1579 1 
517-0009 1 

517-0021 1 


Lincoln Electric 
"Ignition Breaker 'Box . .'1 "I'l 
(High Profile) 

Carburetor (Gasoline With 
Adjustable Main Jets) 

Block Assembly, Cylinder 
> (Refer To Standard Cylinder 


Crankshaft 

■ Key., Flywheel To Crankshaft 
Key,. Crankshaft Stub'" ' 

.Ring Set, Piston (Available 

In .005, .010, .020, .030, 
.040 Oversize) 

Extension, Governor Arm 
Link, Governor 

Line, Fuel Pump To Carburetor 
Manifold, Intake 
Plug, Pipe (1/8”) 

Carburetor, Gasoline (Refer 
To Optional Carburetor For 
Components, Except Parts 
Marked #) 

//Shaft, Choke 
//Fly, Choke 

//Valve And Seat Assembly 
//Clip, Float Valve 
Base, Air Cleaner 
Hose, Breather 
Housing, Blower 
Plug, Dot-Button - Blower 
Housing (2" Hole) 

Plug, Dot Button - Blower 
Housing- (7/8" Hole) 

* 


| Parts Not Furnished By Onan 
Stop Switch 


t ... 

J -■ 






















CCKA-MS 


SREOIAL PARTS LlS^f FOR MODEL 

.0 FOR) STANDARD PARTS-REFER TO CATALOG 

niA4i in ; 


SPEC 


927-0253 


352-3J 


KEY NO 


DtmmmmQiiPS IN catalog are listed by group NO. BELQW WHEN U£EQ._ 


PART NO. 


QTY. 


DESCRIPTION, 


PART NO. 


QTY. 


T*~ 


DESCRIPTI ON 


Option - 6 ' t Flywheel Alternator 

Option - 32 • Spin-On Oil Filter 


110-1860 Block Assembly, Cylinder 

(Refer To Standard Cylinder 
Block For Components, 
t r Except Parts Marked *) 

,'517-0048 1 *Plug, Expansion - Camshaft 

Opening In Cylinder Block . 
.105-0238 .1 Camshaft (Includes Center Pin). 

. 150-0075- 1 Pin, Camshaft Center 

134-3019 1 Flywheel (Includes Ring Gear) 

134-0673 1 Gear, Ring - Flywheel : 

323-0853 1 Body, Alternator Stator 

Leads Connector 

—1.6-7^0188- 2 Clip, Stator Leads 

150-0755 1 Bracket, Governor- Speed 

Adjusting . 

150-0698 1 Spring, Governor Speed 

309-0237 1 Switch, Low Oil Pressure 

155^1253 , 1 Muffler, Exhaust 

\i .505-0618 1 Cap, Pipe - Exhaust Muffler 

154-0360 2 Gasket, Exhaust Muffler 

Mounting 

134-2734 1 Housing, Blower, 

■ 134-2760 1 Housing, Cylinder. Air - 

..Right 





•3 


"V- i 
L; -i 


l . 



j 


4- 



f 




tr 


I 





SPECUAL PARTS LIST. FOR MODEL __ / : cck-ms " /■ 

^ FOR. STANDARD PARTS REFER TO CATALOG'.^ 

■ ( T':"..OPTIGNAL GROUPS IN CATALOG ARE LISTED BY GROUP NO 



PART NO. 

QTY.^ DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

i 

Option - 

.8. ■ 

i : ; 

t “ 

Alternator .(Automotive Type, 

1 .. 

• i : " 





Left Side Mounted) . 




* Option - 

28 

Control ..(Engine) 


■H 


520-0114 

5 

Stud, Rear. Bearing Plate 




120-0145 

’ 1 

Stud,•Oil-By Pass 




104-0369 

.1 

Screw, Flywheel. 


* ^ 

L fjl 


134-1796 

. 1 

Housing, Blower 




302-0,Q.6'2 

'1 

Gauges ^ Ammeter (45-0-45) 




307-036T 

1 ,- - 

Solenoid, Start 




' 336-0102-' 

. .1 

Lead, Solenoid To Starter 






Motor 




155-1083 

1 

Muffler,. 1 Exhaust 




. 505-0618 

■ 1 

Cap, Pipe - Exhaust Muffler 




508-0084 

1 

Grommet, Rubber - Blower 






Housing (lV r Hole) 











SPECIAL PARTS LIST FOR MODEL ■ cck-ms ■ .. SPEC , 3525J 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _ 
-Li^ IN CATALOG ARE LISTED BY GROUP NO. BELOW-WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTy. ' ? DESCRIPTION 

^--- -— I—- ■ -:- I I-: T 


. Manufactured For: Thermo King 

'Option -.1 'Breaker Box (High Profile) 


110-1469 

1 

Block Assembly, Cylinder 

■. * 


(Refer To Standard. Cylinder 
Block For Components, Except 

110-1000 

. 2 

Parts' Marked #) 

*Insert, Intake Valve Seat 

101-0387 . 

1 

(Available In .010 And 
.025 Oversize) 

■*Plate, Bearing - Rear 

110-1037 

' 2. 

,vValve$ Intake 

110-0893 

4 

Washer, Valve Spring 

-110=2473 . 

1 

Retainer - Intake-Exhaust 
Head, Cylinder - Left 

110-2474 

1 

Head, Cylinder - Right 

110-2739 

2 

Gasket, Cylinder Head 

104-0275 

1 

Crankshaft 

110-1283 

1 

Cover, Timing 

112-0073 

2 

Piston And Pin (Available In 

112-0069 

2 

.005, .010, .020, .030, 

.040 Oversize) 

Pin, Piston . . 

113-0003 

4 

Clip, Piston Pin Retaining 

113-0089 

2 

Ring Set, Piston (Available 

105-0428 

1 

In .005, .010, .020, ,030, 
.040 Oversize) 

Camshaf t 

■ 105-0030 

1 

Gear, Timing - Camshaft 

102-0562 

, 1 

Base, Oil 

102-0563 

1 

Gasket, Oil Base 

'123-0092 

. 1 

Gasket, Oil Fill Tube 

120-0439 

1 

Mounting 

Cup, Oil Pump Intake 

103-0037 

1 

Gear case Assembly-'/ Includes 

509-0013 

1 

Parts Marked #) 

#Seal, Oil 

150-0100 

1 

//Shaft, Idler Gear 

150-0101 

1 

//Gear, Idler 

150-0116 

1 

//Collar, Governor Idler 

■ 510-0019 

1 

Bearing, Gear Cover 

151-0345 

1 ' 

■Governor 

150-0104 

1 

Gasket, Governor 

,120-0102 

1 

Line, Oil - Governor 

502-0058' 

2 

Tee, Pipe - Oil Line 

502-00.30 

1 

Connector, Inverted Male - 

50.2-0019 

' 1 

Oil Line ■ 

Elbow, inverted Male . . . 

: . 501-0004 
t 

.1 

Line,. Oil - Flexible (12" Lg.) 


309-0064 

515-0094 

134-1855 

193-0147 

502- 0005 

332-0191 

508-0001 

134-0832 

134-0588 

134-0599 

140-0136 

123-0129 

123-0104 

123-0293 

145-0322 

503- 0107 

140-0211 

503-0280 

503-0004 


503-0653 

140-0994 

154-1029 

148-0361 

502-0156 

150-0122 

154-1534 

154-0360 

160-1205 


160-0638 

167-0081 

515-0006 


1 SwitchLow Oil Pressure 

‘2 Key, Wheel 

1 Housing, Blower 

1 Gauge, Oil Pressure 

1' Elbow, Inverted Male - 0: 

Pressure Gauge 
1 Stud, Brass (#10 - 32 X 

1" Lg,) . 

1 Grommet, Rubber - Blower 

Housing (1-1/16" Hole) 
1 Plate, Baffle - Blower 

Housing 

1 Housing, Cylinder Air - 

Right Side 

1 Clip, Cylinder Air Ilousii 

1 Cover, Fuel Pump Hole 

1 Tube, Breather 

Ij Valve, Breather 

1 Cap, Breather Tube 

1 Inlet, Carburetor Air 

1 Clamp, Hose - Carburetor 

Inlet 

1 . Sleeve, Carburetor Air I: 

1 ■ Clamp, Hose - Air Inlet 

Sleeve (Front) 

2 Clamp, Hose - Air Cleane: 

Hose 

1 Hose ■, Air Cleaner 

1 Cleaner And Bracket, Air 

1 I-lanifold, Intake 

1 Tube, Fuel Inlet -' Gas 

1 ‘Elbow, Street - Fuel InL 
(45°) . * 

1 Link, Governor To Carbur. 

1 Manifold, Exhaust 

2 Gasket, Exhaust Manifold 

Mounting 

1 Box/. Breaker (Refer To 

Standard'High Profile 
Breaker Box For Compon 
Ei^iept Breaker Point S' 

1 Point Set, Breaker 

2 Plug', Spark 

1 Key, Crankshaft Stub 


The Following Is a Special List Of Corros 
Resistant Hardware Used In Manufacture 
This Unit . 

110-1928 8 Screw, Cap - Cylinder He 

' , (5/16 - 18 X 1-1/4") 




SPECIAL PARTS LIST FOR MODEL 


::i* : 


P.CK-MR 


>- -TS25J- 


V FOR STANDARD PARTS4feP^R^GtE^irALQti g?7Wnki 

OPTIONAL GROUPS SN CATALOG ARE LISTED RYGROUPN© 



PART NO. 


QTY. 


DESCRIPTION 


Pj^Rt NO ""' QTY; 


DESCRIPTION 


114-0231 .10 Screw,. Cap - Cylinder Head 

: : ■: (5/16 - 18 X 1-3/4") 

526-0191 18 Washer,:Flat - Cylinder Head 

'■ ■■ ■ v '(5/i6 u ) 

' 800-0730 4 Screw, Hex Head Cap - 


815-0290 . 2 ■ Screw, 1 Thread Forming - l 

■", ■■ ' Left Air Housing. And A: 

Cleaner ^(1/4 20 -X -5/( 

Parts. Not Furnished By Onan 


Gearcase 

.(5/16 - 18 X 1") 

.800-0734 . 1' : Screw, Hex Head Cap - 

Gearcase' 

" : ." .. (5/16 - 18 X 1-1/2") 

520-0655 4 Stud, Steel - Oil Base 

• (3/8 24 X 1-9/16") 

867-0027 4 Nut, Hex - Oil Base 

(3/8 - 24) 


Starter 

Oil Fill Tube And Indicator. 

Fuel Pump 

Carburetor 

Flywheel 

Ignition 1 Coil And High Tension Leads 


- 5 - 20 = 06-54 - 5 Stud, Steel - Rear Bearing 

. Plate (5/16 - 2.4 X 1-5/16”) 

867-0025 ‘5 Nut, Hex - Rear. Bearing Plate 

’(5/16 - 24) 

800-0720 2 Screw, Hex Head Cap - Valve 


Box Cover 

(1/4 - 20 X 2-1/4") 

800-0740 2 Screw, Hex Head Cap - Intake 

' ' ’ Manifold (3/8 - 16 X 2") 

800-0710 2 Screw, Hex- Head Cap - Fill 

Tube Mounting 
(1/4 - 20 X 3/4") 

815-0261 2 Screw, Thread Forming - HWH, 

Right Air Housing , 

(1/4 - 20 X 1/2") 

800-0708 5 Screw, Hex Head Cap - Blower 

Housing (1/4 - 20 X 1/2") 
812^0330 2 Screw, Round Head Machine - 

Governor MTG. 


(1/4 - 20 X 1") 

• 854-0015 7 Washer, Internal 1 Tooth Lock - 

Blower Housing (1/4") 

850-0160 4 Washer, Lock - Oil Fill Tube 

And Governor MTG. (1/4") 
850-0165 10 Washer, Lock - Bearing Plate 

And Gear Cover (5/16") 
850-0170 4 Washer, .Lock t Oil Base 

7 * . (3/8") /. 

. 815-0330 ■ 2 Screwi, Fillister - Hex 

- Machine - Breaker Box MTG. 




V 


(1/4 - 20 X 7/8") 

526-0214 T Washer, Flat - Breaker Box 
’ ' ' MTG. (1/4") 

850-0160 2 Washer, Lock - Breaker Box 

■■■" . . MTG. (1/4") . 












SPECIAL PARTS LIST FOR MODEL CCK-MS V SPEC ■ 35.26J . 

|FOR- STANDARD PARTS REFER TO CATALOG KEY NO. 

. ; OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO;BEL&YM/VhlENLJSED. 



Option - 6 Flywheel Alternator / 

' ^ : (Phelon - 15 Ampere) 

Option .- 36 . Choke (Sisson) 


323-0853 . . . 1 Body, Alternator Stator ( 

Leads Connector 

134-3019 1 Flywheel (includes Ring Gear) 

-134-0673 1 Geia-ri Ring 

153- 0460 1 .... Link, Choke To Carburetor 

154- 1909 I Manifold,' Exhaust 

154-0360. . 2 Gasket, Exhaust Manifold 

Mounting 

.51)5-032.9 1 Cap, Pipe - Exhaust Manifold 


■7 












■ -T* 















.1 SPECIAL PARTS LIST FOR MODEL' CCKA-MS J SPEC 35503 _ 

I . • FOR STANDARD PARTS REFER TO CATALOG : 9^-a^;3 KEY NOv _ A 

I OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NtL 

■ IjLU I '...!_1 . . . ^ . ... — [_ i ‘ i n - J i ii i H m ;-' . i .. ' I — i n i ' mm' i if m . .' . i i . i m .m I I ■ ■ ■ ■ ?■ U ' .- H » ■» 


PART NO. QTY. DESCRIPTION 


| Option'- 4 

='i! 


T 


Flywheel Alternator 
(Syncro - 20 Ampere) 


1; 517-0048 

.1 105-0238 
-1 150-0075 
: : t 150-0635 


150-0698 

167-0188 

155-0860 

154-0360 


1 Plug, Expansion Camshaft 
Opening In Cylinder Block 
1 Camshaft (..Includes Center Pin) 
1 Pin, Camshaft Center 
1 Bracket, Governor Speed 
Adjusting Stud 

1 Spring, Governor Speed 

2 Clip, Alternator Stator 

Leads 

1 Muffler, Exhahst 

2 Gasket, Exhaust Muffler 


Parts Not■Furnished By Onan 
Spark Advance 


PART NO. 

T~~- i ~"™“ 


At 


QTY. 



DESCRIPTION 




f 






SPECIAL PARTS LIST FOR MODEL , ■ ■ ' ccka-ms r; 

t: / 1.' r t AN£S'AR D ■ P ARTS : FfEF'E R TO CAT A LOO,/ 

" optional groups in catalog are listed by group no 

PART NO. QTY. DESCRIPTION PART NO. QTY. ’ ~ DESCRIPTION 

V ■■ . I ' -: — — I -■ ' ■: ' / I . ■ ; . /. .. .—//■''/" 

Option -•32 Spin-On Oil Filter 
; Option - 34 r Vacn~Flo Cooling 

Option - 36 Choke (Sisson) : 

110-1860 1 Block Assembly, Cylinder 

(Refer To Standard Cylinder ■ 

■ Block For Components, 

Except Farts Marked *) 

517-0048 1 *Plug, Expansion - Camshaft , . 

Opening In Cylinder Block 

105-0238 1 Camshaft (Includes Center Pin) ^ 

150-0075h 1 Pin, Camshaft Center 

150-15.77 1 Cover, Fuel Pump Hole 

104-0302 1 Flywheal (Includes Ring Gear) 

--1-34-0B-73 1 Gear, Ring - Flywheel 

309-0237 1 Switch, Low Gil Pressure 

153- 0460 1 Link, Choke To Carburetor 

154- 1909 1 Manifold, Exhaust 

505-0329 1 Cap, Pipe - Exhaust Muffler 

154-0360 2 Gasket, Exhaust Muffler 

Mounting .. 

134-2760 1 Housing, Cylinder Air - 

" Right Side ' 

517-0035 1 Plug, Dot Button -/Blower 

Housing Timing Hole ./, " 

134-3041 1 Scroll, Air Discharge 

(Includes Guard) ^ 

134-2956 1 Guard, Air Scroll Outlet 

\ * 

Parts Not Furnished By Onan „ 

Fuel Pump 
Spark Advance 
Air Cleaner 


U SPEC •' 3556J 

927-0253 KEY NO. 

. BELOW WHEN USED. 













SPECIAL PARTS LIST FOR MODEL ' ''' mtUts T ■■ -' 

' .POR STANDARD PARTS REFeR'TO" , CAllALO{j' . : ;'\;#4oz^ , fv :: j^ iKi^^Q, : ': v .' '. l - 

y OPTIONAL GROUPS IN CATALOG A°RE Li STEP BY GROU P NO. BELOW WHENUSEP/ 

PART NO. ’ GTY. DESCRIPTION , PART NO. GTY./Hf. ^DESCRIPTION 

r- -—-7 ” r : ^ : “ S : 1 I — : -- . ' 1.1 I' "}'-.-,. 1 : ■ ' T" : ' A. : --—” 


Option - 27 Variable Speed Governor 

Control 

Option - 32 Spin-On Oil Filter 

110-186.0 1 Block. Assembly, Cylinder 

, : ' (Refer To Standard Cylinder 

Block For Components, 

Except Parts Marked *) 
517-0048 , 1 ' A Plug)> Expansion - Camshaft 

Opening In Cylinder Block 
105-0238 1 Camshaft (Includes Center Pin) 

150-0075 1 Pin, Camshaft Center 

134-2760 1 Housing, Cylinder Air - 

. \ Right Side 

155-1253 1 Muffler, Exhaust 

505-0618 1 Cap, Pipe - Ekhaust MtiffleT 

154-0360 2 Gasket, Exhaust Muffler 

Mounting . 

.1.34-2897 1 Housing, Blower 

308—0140 .1 Switch, Start-Stop (Toggle) 

Parts-Not Furnished By Onan 

Spark Advance ** 


' V' 

iS ■ 




/ 



£ 




V 









SPECIAL PARTS LEST "FOR^MODEL. CCKA-MS . SPEC 3566J 

:■ FOR STANDARD PA-I^T-SE R- ■ T G CATALOG 927-0250 KEY NO. 
OPTIONAL GROUPS IN-CATALOG AREbXSTED BY GROUP NO, BELOW WHEN USED. 


PART NO. 

QTY. J DESCRIPTION 

PART NO. 

^ QTY. DESCRIPTION 

Manufactured 

for: J. I. Case- 

A- 



104-1336 

1 

Crankshaft {Includes 

134-2975 

r 

Housing, Blower 



Keys) 

508-0005 

i 

Grommet, Blower Housing 

515-0110 

T 

Key, Crankshaft 

150-1269 

1 

Bu-shing, Governor 

103-050? 

1 

Gearcase (Includes 



Control 



Parts Marked *) 

149-1329 

i 

Bracket,. Fuel Pump 

509-0040 

i 

*Seal, O i 1 s 



Mounting 

509-0008 

i 

■ASea 1 !, oil* 

517-0034 

, i 

Plug, Dot Button - 

510-0014 

i 

^Bearing, Bal1 



Blower Housing 

510-0013 

2 

^Bearing, Needle 

503-0301 ■ 

3 

Clamp, Hose - Fuel 

516-0130 

1 

*Pin, Roll 

149-1321 

1 

Cap, Fuel Fitting - 

150-1187 

1 

*Yoke, Governor 



Fuel Pump 

150-1541 

1 

*Shaft, Governor 

332-00.51 

2 

Clip, Wire - Fuel Hos£.~ 

110-3604 

2 

Seal, Oil -Valve Stem : 



(7/16" Die. } 



(Intake) 




123-1216 

1 

Tube, Oil Fill ; 



' 

149-1982 

1 

Pump, Fuel - Pulse 




1 42-0637 t 

T 

i 

Carburetor, Gasoline 






(Includes Mtg Gasket) ! 




145-0465 “ 

1 

Vent, Carburetor 




503-1199 

1 

Hose, Fuel (1/4" ID). j 




518-0176 

1 

Clip, Cable - Remote 






Choke „_ 




150-1726-01 

1 

Bracket, Governor ! 



' 



Mounting (Zinc Plated). 




150-1435 ! 

1 

Arm, Governor Control 



V 

153-0632 

' 1 

Swivel, Governor Arm 




616-0059 

1 

Pin,' Cotter - Governor 






Arm 




150-1398 

1 

r 

Spring, Governor Idle 




336-229/ 

1 

lead, Oil Pressure 






Switch 




191-1636 

1 

Stator, Battery Charge 






Alternator 




191-0400 

1 

Rotor, Charging 



' 



,Alternator 



:■ ■ 

140-1307 

1- 

Housing, Air Cleaner 




140-1232 

1 

Cover, Air Cleaner 




140-2522 

1 

Element, Air Cleaner 



.l 

509-0124 

,1 

0-Ring, Air Cleaner 



_ 

865-0020 

1 

Nut, Wing - Air Cleaner 






Cover (1/4-20) 




123-0733 

1 

Tube, Breather - 



, 



' Connector 




503-1274 

1 

Hose,-Breather 

1 . . p 



, 

DATED„._,_ 

2/13/90 ,_J*EtfISED . 



i 

page: ' i of i 






SPECIAL PARTS LIST FOR MODEL 


CCKA-MS. 


FOR STANDARD PARTS -REFER TO CATALOG • 927^ 


KfcYNiO. 


OFTtONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. 


PART NO. 

QTY. 

DESCRIPTION 

part tib::' 

OTY- 

.!-*.r 

: .! DESCRIPTION 

. Option - 

5 


T""".-. 

Flywheel Alternator 

191-0793 

A ■ ■ ■ : 

• 2L 

\ . ■. ■ . f 1 ' J 

Harness 



(Wico - 20 Ampere). t 

,. 191-0736 

■;l.r : 

■;vPiahge^'Starker. 

Option - 

13 

\ Star ter (Solenoid Shift ( 

j.50/1297 

'■i- 

Bracket 6 , Governo r* Linkage 




\ ■' 12 Volt) ' ... £ 

150-1264 

1 

Spring, Governor 

Option - 

20. 


Carburetor (Gasoline Wltlj 

332-1338 

T. 

Clamp, Loop (3/4 T1 Dia.) 

\ 



, Adjustable Main Jets) 

166-0346 

1- 

Coil," Ignition 

V Option -' 

32 


Spin-On Oil.Filter. 

'■ 166-0562 

‘1 

Bracket, Ignition Coil . 





’ 503-0514 

, .1 

Clamp, .Ignition Coil”. ! 

110-1770 


1 

Block Assembly, Cylinder 

150-1310 

1 

Arm, Governor Pivot 




(Refer To Standard Cylinder 

304-0060 

1' • 

Resistor . * 




Block For Components, 

304-0014 

X. 

Washer,.Centering - Res-ii 




Except Parts Marked '*) 

304-0610' 

,L ' 

Support, Resistor Terinin; 

110-1000 


2 

*Insert, Intake. Valve Seat 

. 150-1269 

1 ■. 

Bushing, Governor Contro! 

* 



(Available In .010 And' 

■ ‘ ' 152-0155 

1 

Swivel, Choke Lever ■ 




,025 Oversize) 

5Q2-0020 

1 

Elbow, Fuel Pump Inlet 

516-0011 


2 

*Pin, Dowel (5/16" X 1-1/8”)- 

502-0002 

1 

Elbow, Fuel Pump Outl&t 

517-0048 


1 

*Plug, Expansion - Camshaft 

149-0611 

i 

: Line', "Fuel Pump To Carbu 




Opening In Cylinder Block 

502-0002 


vElbow,*, Inverted Male. - 

520-0114 


■5 

*Stud, Rear Bearing Plate ■ 



X Carburetor Inlet 

110-0445 


5 

*Nut, Rex - .Rear Bearing 

’ . 153-0431, 

, 1 

Bracket Choke Wire 




Plate (5/16".- 24) 

. 142-0482. 

1 

Carburetor, Gasoline!(Re 

101-0413 


1 

*Gasket Kit, Bearing Plate 



‘ To Optional Carburetor 

" 11,0-1037 


2 

Valve, Intake. ! 



> For Components) 

, 110-0904 


4 ■ 

Rotocap, Valve Spring. 

140-1054 

1 

Base*' Air- Cleaner.- 




Retainer 

^ 509-0124, 

i : ' 

Seal, 0-Ring - Air Clean 

105-0238 


1 

Camshaft (Includes Center Pin) 



Base 

150-0075 


1 

Pin,' Camshaft Center 

140-1053 

1 ■■ 

Coverjs Air Cleaner v ’ 

104-0710 


1 

Crankshaft 

j 140-1055 

• 1 

Element, Air Cleaner 

515-0094 


2 

Key, Crankshaft 

’140-1058 

1 ■ 

Clamp, Base '-To Carburet'd 

120-0689 


1 

Line,. Oil Pump Intake. 

134-2199 

" • 1 . 

Housing, Blower 

120-0663 


1 

Cup, Oil Pump Intake 

134-2094 

1 

Housing, Cylinder Air - 

102-0655 


1 ' 

Base, Oil 



Right Side 

502-0058 


1 

Tee, Low Oil Pressure Switch 

■ 517-0107 

r 

Plug, Plastic, 


i: l 

. . L ■ 


309-0169 

50,5-0Q57, 

123-110^ 

123-0191 

134-2378 

■134-0673.' 

'134-1889 

191-0739 


503-0574 

305-0478 

305-0477 

167-0188 


J. 

■ 1 


1 

,1 

1 

1 

.1 


1 

i 

l 

l 


Switch, Low Oil Pressure 
Plug, Pipe - Low Oil Pressure 
Switch Tee (1/8”) 

Cap And Indicator, Oil, Fill 
(Includes Gasket) 

Gasket, Oil Fill Cap 
Flywheel (Includes Ring Gear) 
Gear, Ring - ...Flywheel 
Guard,Flywheel - Rotating , . 
Stator. Assembly (Refer To 
Standard Stator For ‘. 

. Components) 

Hose, Breather . .. 

Regulator- Rectifier 
Assembly . 

Spacer, Regulator Mounting 
Clip, Stator Leads 


Parts Not Fur rushed By Onan 
. ' ^Manual Choke 
1 Spark Advance. 



v , 

t: 
























LA- MS , . SPEC ■ - 3612J_ 

SATAL&Ca 927-0253 : KEY NO. 
BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


description. 


Manufactured,For:- Grave 1y 


Option - 5 

Op tion ~ 20 
Option - 3,2 
110-1911 

> 

iio-iootf 


516- 0011 
51.7-0018 

$2O-01J!£ / 

110 - 0 - 14,5 

517- 0090 

110-10-37 

110-0904 

105-0238' „ 

150.-0075 - 

102-0655 

120-0689 

.120-066 3 

104-0885 

123-1102 

: 123-0191 
108-0332 


' 150-0710 

5 il-p t K:8 
. 1 vC-OhlO- < 
518-0129. 

'150-1297 

'150-1264 

191-0892 


FlywhoeI 7v! tcrnator 5' 1 
(Wico - 20 Ampere) 
Garburetor . (Gasoline With 
Adjustable: Main Jets) 
Spin-On.Gil Filter ,, 

1 Block Assembly, Cylinder 

(RetST To Standard Cylinder 
Block For Components, 

Except Parts Marked * 

2 ^Insert, Intake Valve Seat . 

, (Available In .010 And 

. , 025 Oversize) 

2 *P,in, Dowel (5/16" X 1-1/8") 

1 . *Plug, Expansion - Camshaft 
Opening in Cylinder Block 
5 *Stud, Rear Bearing Plate 
5 *Nut, Hex - Rear 3earing 
Plate (5/16" - 24) 

1 Plug, Plastic - Cylinder 

Block;'Wet" Hole"'"'" 

2 Valve, Intake 

4 Rotoean, Valve Spring 
Retainer 

1 Camshaft (Includes Center-. 

■ Pin) , • \ 

1 Pin, Camshaft Center 

1 ” f 3ase,.Oil 
1 Line, Oil Pump Intake 
1 Cup, Oil 'Pump Intake. 

1 Crankshaft ■■ ’ ' 

1 Can Aik: Indicator', Oil'- Fill. 

(includes uafekat) 

1 Gasket, Oil .Fill Cap 
1 Gear case ..Assembly (Refer To 
Standard Gearcase F-or 
Components,^Except - Parts 
■Marked #) ■ 

1 ^Shaft And Arm Assembly, 
Governor ,, p . 

1 ' '/Bearing, . Needl'd - Lower 

-4—-A¥ok-e-, - r t|g . " 

1 -Ring, Governor Yoke: . ' 
Retaining 

1 Bracket, Governor Speed 
Adjusting Stud - 
1. Spring! Governer- Speed 

1 Stator As^emblysKRefer To 

Standard’ Statd-t J " : 'Fat .'. 
Components)^. A ! . ' 


RART NO. 

QTY. 

DESCRIPTION 

~i-: “ 

134-2556 

■ .-1 

Flywheel (Includes Ring Gt 

134-0673 

. 1 

Gear, Ring - Flywheel 

134-1889 . 

■1 

Guard, Flywheel - Rotating 

305-0478 

1 

Regulator-Rectifier Asseint 

305-0477 

1 

Spacer, Regulator Mounting 

191-0793 

, 1 

Clip,'Wire Harness - 

191-1104 

1 

Bracket, Starter Mbtor 


- 

Mounting 

191-li03 

o 

Spacer, Starter Motor 



Mounting 

191-1108. 

1 

L Seal, Starter Motor Air 

149-0136 

1 

Cover, Fuel Pump.Hole In 



.Cylinder Block 

332-1338 

2 

Clamp r Loop (3/4 11 Dia.) 

166-0346 

1 

CoiL, Ignition 

166-0562 

1 

Bracket, Ignition C^i.l 

503-0514 

1 

Clamp-Ignition Coil 

150-1310.... 

I 

Arm, Governor Pivot 

304-0060 

8 

Resistor 

304-0014 


Lash#r ,^CeiU e ring - -He sis 

304-0610 

i. 

Support, Resistor Termina 

150-1269. 

l' 

£’u $d i.ag, Gove.rUor 'Conti:61 

152/0155 

•• ■ 1- 

Svivei, Choke Levsr' . 

1206 

1 

y' Jlase, 'Air Cleaner 

•140-1058 

. 1. 

' ; /Clamp , Base* ‘To Carburetor. 

.5 0-9-0124 

V 1 

iSeal* O-Ring. - Air Cieane 

pin 1 r .-. ^ 

• 140-1053 

K 

Dd-SU 4 . * 

. - Cover, Air Cleaner J: 

140-1055 

Vi 

Element, Ait Cleaner 

142-0593 

^ l 

Carburetor, ^GaifUline (Ret 

c 


To Optional Carburetor' 



For ..Components , Except. 



Pa_rts Marked H-) 

142-0530 

l 

t, .Choke-,, 

141-0078.. 

1 

- -i-Gksket., Carburetor To 



: Ipt&kc Manifold ' " ■ > 

1^4-036p 

' ? 

Gasket, Exhaust Muffler 

- 


.Mounting 

l3 5.*q&$0 

, 1 

'Muffler, Exhaust 

U-34^.^95^ 

v J I 

Housing, Blonder 



Housing, CvLaiider Air - 

-t: (H . 

■■ ■ -■ v - 

^ >' ' 

_.._R i-g^rt s ^S\cie : v : 





PaltsiNtfi' Furnished By Onarv 
Fu.il Pump ( 

. ’ 'Manual Choke jf.'. 

-Spalk Advance ' /' 




CCXA-MS 


-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED.. 


PARTNO. 

QTY. 

DESCRIPTION - 8 

PARt NO. QTY. U - “b 



J ft . 

1 > , • -J ' ■ ■ y 

: : Option - 

15. 

Gas^Gasolinet Fuel Systhiu 

* . " - 

105-0234 

1 

Camshaft (Includes Center 

i ’ " '.. v Ik ' , i 



Pin And■Spark Advance 




Mechanism.Pins) 

■ « ' 

150-0075 

]_ 

Pin* Camshaft Center 

■ V ■' * 

516-0146 

O 

i- 

Pin, Groove - Spark Advance 

if- •. ' ■' 

: .166-0789 

■2 

Weight Assembly, Spark ' i 

* A ■ ' •' . r * •_ 



Advance {Includes Pins) 

+ i} 

■ .5.13-0185 

2 ■ 

Ring; Retaining - Spark 

- 

7 - 


Advance Groove. Pins ;■ ‘ ^ 


: .160-0726' 

1 

Retainer, Weight Assembly -. 

1 


■i 

i.Spark Advance 


160-0727 

1 ' 

Spring, Spark Advance 


.. 160-0948 

■ 1 

■Plywhee.l (Includes Ring Gear) 


■■ 134-Go 7 3 

1 ’ 

_L 

Gear, Ring - Flywheel 


’"160-0752' 

1 ' 

Stator Assembly > Magneto 




(Includes Parts Marked *) 


■ .1.60-0750 

X 

*Coi1 , Magneto Stator 


■■ 160-0748 

1 

_L 

*Fole Shoe.', Magneto .Stator 


308-009 5 


■- Grommet ," ST^ark ' Plug .Cab lea. 

O 

16 / 01 b 8 

■ 4 

Clipy Spark Plug Cable ■ 


.313-0023 

.1 

Bottan , Stop ' - 


■ 1 3 4 ^ ' 1. 

i. —r —J —T —f 


Housing , .ulover ■ 

u * ° h , 



■■vs 

■ t . : 

r * ■ * 

* * ■ ■' ,JT ■ 

- 

; 

3 




t' 

' '4 ; 




! 

A' , , 

: ' 

£ 

U ] 

f; 

- 7 * 

: 4"'" . - l : 

— 


■ i 1 

i 

A'. ' 



' * ■ * . ( , ■; 
a. ■ " , " ■ 

■1 ' if ■ 



C"-- 

■ 3 ' .■ y 8 



,' I I .■ *'"-4 




X : V- 











SPECIAL R ARTS LIST FOR MODEL? ' . 8 ' CCKA-MS ■ '/ vA ' SPEC -Vj'' 3640J 

; v FOR STANDARD PARTS REFER TO CATALOG 927-025^ ^ KEY NO. _4 

OPTIONAL GROUPS IN CATALOG ARE LISTED.BY GROUP* NO. B€LOWWHEN USED. 


PART NO. 

' QTY. 

DESCRIPTION 

PART NO. QTY. 5 t DESCRIPTION 

Option - 

<: .V 

9 

T __ . , - 

Alternator (Automotive Type 

- — r'‘ -----7" 



.Top Mounted) ' 4 

s' : 

Option y 

17 ' 

Gas Fudl L System , , 

{ 

" - i - 

'..-Option' - . 

34 

Vacu-Flo Oooling 


.. 104-0885 

- 1 

Crankshaft . 

* r 

110-0893 

:: 4 

Washer, Valve Spring .^Retainer 


: /149-0136 

1 

Cover, Fuel>Punip Hole In- 



* 

■ Cylinder Slock 

■ * 

. 134-0753 

■1 

Wheel, Blower" i 

* 1 

:104-0302 

1 

Flywheel (Includes , ! Ring Gear) 

i* 

134-0673 

r ■ 

Gear,'" Ring - Flywheel , . 


150-1577. 

i. 

bracket , Governor Speed 

* ■ x" * 

X 



Adjusting 

134-2795 

. i 

Housing; Blower 

" , / 

. 51.7-0055 

. i 

Plug, Dot Button - Slower 

, 

* *1 


Housing Timing Hole 

■ r * 

134-3041 

-j 

Scroll „ Air Discharge ■ 
'(Includes G ua r d) 

S, 

■134-2956 

n ^ 

Guard, Scroll Outlet 


309-0255 

L 

Switch, High Air Temperature 


142-0372 


Carburetor 3 Gas , 


■' 191-0.134 

■ 

Pulley, Engine - Alternator 


191-0331 

1 

Bracket, Alternator Mounting 


191-0637 

7 * 

Bracket, Alternator Adjusting 


511-0090 

' ]_ 

Belt, Alternator Drive 

> 


' 

■ & * 



' 

V ■ 



* 

X 

■ 4 

* ' * 



r - ■ 

N . 

■k. 



/ 





C-^iaAL PARTS LIST FOR MODEL ■- - CCK--MS y 5Vl3iGfr4: 

V ■ Vv , ; FOR STANDARD PARTS REFER TQ CATALOG ; 92A :0253-y ) KEYNOt'£_1. 

; ■ ■ - "* OPTIONAL GROUPS IN CATALOG ARE LISTED BY GHOlip NO. BELd^«UHEN US^Ct 

PART NO. QTY. DESCRIPTION PART NO- GqTyG1v:..v.; DESCRIPTION: 

■ ' : — : -•~ T -—_____ —•- -j JV : -. 1 J- : -—-—1~.-——— / - ,i 


Mamrfact^tred Far: yrFheono .King 


110-2358 

1 

Block Assembly, Cylinder 1 



(EetSsT To ,Standard^Cylinder 
Block Tor Components, 



Except Parts Marked *) 

110-1000 ■ 


^Insert, Intake Valve Sept 

11Q-1037 , 

0 

Valve, Intake * 

110-0904 

* 4 

. Roto cap, -Valve Spring 


- 

Retainer ■“ In taker Exhaust 

.104-0601 

1 

Crankshaft 

515-0006 

1 

■ Key, Crankshaft.' Stub - Rear 

515-0094 "■ 

■ ■? 

J Key, Crankshaft/-- Front- 

112-0075 

2 

Piston. And' -Pin'\( Avail able in 



. 1 005', ,0.10, .,1)20, .030, 

. .040 Overs ike) 

1.12-0069 

I 

Pin-, Piston 

112-0003 

~ 

Cid.p, Piston Pin, Retaining 

1.1 3-0039 

Z 

Ring- Set, Pis.ton (Aval lable 


' v 

.. Tn , 005, .010, .020, .030, 


l 

.Oil) Oversize) 

310-0015 

3 

Ball, Fly - Governor 

122-083,9 

1 

1 Pump, Oil .(Internal Parts 

, ' f 


h Got Sole Separately) 

102-09I6 

.L 

Base, Oi1 

120-0439 
520-0119 

; ? 

Cue, 0 1 .1" P arro I :\z ax e > 

■ *-t - 4 ■ ‘ 

■extG, Oil Base 

_ (B/S"- X 1-9 /.L6 ir ' Lgi ) 

■123-0286 ' 

„L ■ 

ktovc-r. Oil Fill left. Side 

J 12 5-020-9 

j.- 1, 

i. a o “ ■> C vi ti l 


’j 

Ga^kv t-, Oil Fill Tube And 

12 3-lXi> 


Cap .4x1 indiea t:ur , Oil. Fill 

123-0191 


GlSju: L ( , '•-) 1 1 5; i. 1 J. -Cap 

309-006-.. ■ 


Fvivch, Low Oil Pressure 

10 3-02$ 2 

r 

Gcarcase Assembly ( Re fe r - To 

*■ 


S15iii c: a^: c G e a r c a s e . For 

* 


- Component’s N Exaejit Papt-s 
■ 51a 5^red' pi) * 

510-0008 ' 


. vGearinu, rieed.l e' - Lower 

150-02 3n 

1 

sYbxe j Governor Shaft 

150-0377 


e S n a f t Am d- An, Governor 

518-Q129' 

_L 

r Mi. n g , G c v e mo r Yoke Re t a i. n j. ng 

-516-0011 

2 

Pin , Dowel - Geaicase 

510-0019 

1 

..Bearing, B.alJ. - Gear case 1 

509-0013- : • 

3.. 

.'Seal, Oil Crankshaft To 

1 „ - ■ ' ’ ' 

I 


lj c a r e bsg 

-■ 24 -O-I 577 

1 

Bracket, Governor -Spring 

503-0479 

_L 

■ Hose,- Breather ■ 

503-0170 

_ 2 . 

Cl strip ^ B re s. t ne r ±io s a 1 op 

50 3^0 i. 7,1 

*-■'1 

Clamp, Breather Hose - Bottom' 


503-0X07 1 • Clamp, Carburetor Air Inl€ 

145-04^9 1 IriXet,/CarbuVetor Air 

140^0211 1 Sleeve* Carburetor Air Xn] 

,503-0280 J , I . ■ Clairip, Air Inlet Sleeve 
134-1740 1 Housing Blower 

134-0588 1 Housing, Cylinder Air - 

Right: Side 

50.8^0001 2 Grommet, Rubber ^ Blower 

Mousing (1-1/16 n Hole) 
134-0599 1 Clip, Cylinder Air Housing 

■ 517-0112 1 Plug, Plastic - Blind 

(1 M Mole) , 

332-0191 1 Stud, Brass - Blower Uous; 

fT Grounding (#10 - 32 X l 1 
526-0049 2 Washer, Flat - Brass (tf.L0; 

508-(X) 16 1 Washer , Flat - Fib re 

(#10-5/16" X 3/64 M ) 
508-001? 2 Was lie r , Flat. - Fit) re 

(*10-1/2'’ X 3/64 TI ) 

160- J. 139 .1 Box As scrub l.y , hrcake r (Re I 

11 To St and a trd Breaker Box 

<■ For Components , Except 

t - Parts Marked- +) 

160-0638 1 -f P o i_ n t S e t 

154-1225 1. Maui fold, hxhausL 

154-0360 2 Gasket, Exhaust. Man 1 fold 

142-0440 * ■ 1 Carburetor , Cano 1. Ine (Re 11 


To St and aval Carburetor I 
C o m p o no a t s I i x c opt- J’ a Ft s 
[larked °) 


142-0368 . 

i 

°Shaf t: , Thro t. f. le 

142-01.92 

■i 

°Shaft, Choke 

142-0241 

L 

°Fly, Clioke 

L42-U459 

1 

°ValvC: And Seat Assun b \ y 

14.1-0078 ■ 

1 

°Ga^ket, Carburetor Mountii 

142-0404 ... 

I 

°Ki.t, Repair * Carburetor 

- 


(Includes Casket: K i t IFF 
ShaJ t y Idle Needle , H I'hr< 

- Shaft Bushings, Valve Ai 



Seat Assenib 1 y t Thro t: L l e 



Sha f L., Throi t l.u )vi y Sur 

n 


Clioke Fly Serov/,; Nut An 
/ Jet Nozzle) 


Parts Mot Furnished By On an 
Starter Motor ■ 

Fuel Pump 

Manual Choke * # 

Flywheel' ‘ ..y ■ 

j. Ignition' Coil And heads 
\ ■ Air Cleaner ■ i 

X^-T'v . . ^ t/ ■ '■.. r 





PART NO. QTY. 


■Model ■ cgka-mf , spec , • 3667 . T 

i -PARTS: REfcE R TO CAT ALO G gp7-.n7.s3' .. . KEY NO,. ^ 

CATALOG ARE LISTEp BY GROUP NO. BELOYTWHEFTOSED. 


DESCRIPTION 


PART NO 


DESCRIPTION 


Option 

Option - 
Option - 
Option - 

110-2375 


110-1GQ0 


110-1037 

110-0893 

i04-0913 

120-0759 

102-0949' 

309-0237 

123-0255 

123-1356 

123-0191 

503-0479 

503-0170 

503-0171 

145-0501 

140-0557 

505-0280 

140-0495 

518-0056- 

140-0554 

501- 0004 

148- 0633 

149- 0775 

502- 0002 

154-0526 

154-0360 

166-0678 

30S-G140 

134-2897 

405-1662,. 

405-1663 

■134-2933 

134t1469 


Intake 


Flywheel Alternator 5 
(Phelon - 15 Ampere) ■ 

Gas ~ Gasoline Fuel System 
Clutch (Rockford) 

Spin-On Oil Filter 

•j ■ 

Block.Assembly, Cylinder 

(ReferiTo Standard Cylinder 
Block. .For Components, 
Excepts.Parts Marked. '*) 
^'Insert, Intake Valve Seat 
(Available In :002, .005, 
.010, p25 Oversizes) 

Valve, I.ptake 
ivasher ,*-\ki lAe Spring 
Retainer | 

Crankshaft I 1 /'""‘V 

Cup, Oil Pump Intake / 

Base, Oil 1 

Switch, Lo| Oil Pressure 
Tube, Oil Fill 
Cap .ind Inflicator, Oil Fill 
(IncludeK Gasket) 

Gasket, Oil Fill Cap 
Hose, Breather 

C'lampji. Brejather Hose - Top ; 
Clamp, Breather. Hose - 'Bottom 

(n/r6”)L- 

Inlet, Carburetor Air 
Cleaner, ,\;p-r’■ 

CI amp, Air 11C 1 eancr 
clement, Aiji\Cleaner 
Screw, Ai-ri Cleaner Cover 
Spacer, Air Cleaner Housing 
line. Gasoline - Carburetor 
Inle.t 

Pipe, Gas ^ Carburetor Inlet 
Line, $uc1 Pump To Carburetor 
Elbow, Street - Fuel Pump 
■ Inlet Andj-Outlet 
Manifold, Exhaust 
Gasket, Exhaust 
Bracket, Coil' 

Switch, Start-Stop : 

Housing, 8lower ’ 

Hood . . 1 ** 

Bracket,.Hood 

blousing, Cylinder.. Air . - Right 
Jjlide i . _ 

. Fastener,, (! Hoold 


Bottom 


■,,,.Hooa 










SPECIAL PARTS LJST FOR MODEL ' . CCKA-MS-* '■ ' ■■■ ; - SPEC " ,; : j 36703;.-~ - - 

.. FOR STANDARD:^ .Im.nw I ' / k&'-HO. ' a 

— : v "OPtroNAL QBQujps IN CATALOG ARE LtSTEb gY QRQUF f^^^tO^VtfH£|4;L|jSfepj>• vfNT 


Part no. n' 

QTY. ; DESCRIPTION V; ■ : V : - 

PART NO. 

QTY. 

^ bESCRIPTION 

■'■ / -■ v ; i: -';. V; .,f : 

4 t 

T ■ I -. ■ - ■ ■ T . • ••• 

■ > ■ V - 0: ■ * ■ - . 

'.-in ■ 

- ^ ■ 1 

. , . ■ . , 

Manufactured 

For: Miller Electric 

154-2077- . 

in;' 

Adapter , Carburetor ; ;' 



' . ■ 1 I 

■■■• i t ' 


; Mounting ... ■ N ■ i 

: 110-2358 v 

' .1'. 

■ Block Assembly,' Cylinder 

,141-0859 

■ -2 

.Gasket, Carburetor Mount 



(Refer To ‘Standard' Cylinder 

140-1626 

' 1 " 

Housing, Air Cleaner" 

i. ■ 


Block For Components, 

140-1652 

1 

Cover, Air .Cleaner Housi 



Except Parts parked *) 

. .140-1500 

' 1 

!* 1 atb,''. C axbu ret or Ax r / 

■UOtIPOO 

2 

*Fhsert, Intake' Valve^eat 



Deflector 



(Available In .002, .005,- , 

140-1501 

3"' . 

Spacer, .Mr Deflector'PJ 

1 


.010,Nnd .025 Oyersizes) s 

, 509-0145 

i ■ ■ 

G-Ring, Air Cleaner To 

110-1037 

: 2 

.Valve, Intake 



Carburetor 

110-0904 

4 , 

Rotoc.ap.. Valve Spring, 

.140-1228 

i 

Element, .Air 'Cleaner ' 

■ 


Retainer- , 

140-1653 . 

i 

Bracket, Air Cleaner Mol 

105-0500 ' 

-1 

Camshaft. (Includes Center Pin) 

153-0515. 

i 

Bracket, Choke Cable 

150-0C75 

1 

Pin, Camshaft"Center 

■ 153-0514. " 

i . 

Clamp, ChokeCable 

510-0015 = 

. 10 

Ball, Fly - Governor : * 

: 166-0628 

4 1 

Bracket, Ignition Coil 

143 915-2 

2. 

. Ring Set, Piston. --.Standard' 

167-0229 

i ■■ 

"Clip, Spark Plug.^ead 


' 

(Available In .005 , *:.P10 

* 134-3783 

i 

■ Housing, Blower 



.020, .030, .04.0 Over.sizes) 

160-1287 

i 

Box.-Assembly, Breaker (i 

104-Q882 ■ 

1 

Crankshaft 

, 


To Standard Breaker Be 

515-0006 

ti 

Key* Crankshaft Stub 

3 ■ 


For Components, Jixcepi 

123-1149 

1 

Tube, Oil Fill / 

7 


Parts Marked +) 

.150-1736 

11 

Bracket, Low Speed Governor 5 

160N232 * 

• i 

+GoverN ;; sembly, Bi‘ea.ke r 

150-173.4 *■ 

1 

Ann, Governor* . . 

‘ . 509-0065’ 

i 

+0-R:ing, B-reaketi. Box Covi 

150-1740 

if 

Spring, 'Low Speed Governor-iN 

312-0196. 

" i - 

^Condenser ; 

150-1753 . 

1 

Stud,.Speed Adjusting - 
Governor 

160^4183 

160-1256 

. i 

• i? ■ 

+Point Set, Breaker 
-tBase, Breaker-'Box - 

5-^ 

UTl 

O 

1 

O 

IN 

1 ' 

. Nut, Acorn - Speed-*Adjusting 

160-1150 

i. 

+Gasket,* Breaker Box Moui 



Stud ■ 

160-1151 

l 

Ply.nger,' Breaker'Box 

150-1741 

1 

. Spring,'High.Speed Governor 

150-1732 

l 

Link, Governor'' ., 1 

123-1462 

i 

Hose, Breather 

, 



154-2157 

' i 

Manifold", Intake' 

Parts Not 

Furnished .'By Orian^ '1 

146-0275' 

1 

Carburetor, Complete 

Spark Adva'n.ee 

" . ■ h . ■ ' 

%* 


(Includes Parts parked #) 

% 



146-02S5 

1, 

frKit, Repair (Includes Parts - ” 




, ■■ J ' 


Marked °) 



•" / ■ N ; , ■ 1 

146-0220' 

1 ■ 

°f?Kit, Gasket : 1 ./ 1 


" "".i 


146-0247 

4 

ffSctew, Body To Intake 


' / ■ 


146-0142 

.4 

ff-Screw, Throttle And Choke 


' 

N' . 



Valve* ' 


' V '.-. " 


146-922: , 

' .1 

o# Screw, Float Lever Pin 


■ * 


1.46-0208 

■ 1 

o#Spring, Bouyancy 



^- n 

146-0277 

1 

frj.et, Power 




146-0278- 

i 

°#Screw,' Plug - Powbr Jet 




146-0209 

' 1 

jj^ldle Needle Package '. 



"T-■ 

. 146-0227 ' 

i 

0#Valye And-Seat Package 7. 

- ’ . c 



146-0267; 

■1 

■ ^Throttle Shaft package 




.146-0260 

-■ 1 

fChoke -Shaft, Package 




146-0261 ; 

■" 1 

#Idle Speeded jutting Package. 

.y" 


■ & " ' )a . ' . 

‘146-0262 

■ ’ 1 

ffFloat Pac^.ge . ( ' 

: ; r - ■ '■ 


V : .; ■ ■■■ 

146-0282 

.. 4 

High Al-tltude Power Need!e-' 

^ - p 


f--'/ >3 -."' .■ ' N : .*' 

r ... 


'Package ' 


1 ' m m§t 

R, : fi l'-'l ■ ' 

■ r f' ' 

>? " 4 , 


.••• ■■■.' . -■ 

'■* ' .1." 









\L PARTS UST FOR MODEL ccka-s t ? - SPEC' ■ 3671.p - 

■ FOR STANDARD PARTS-REFER TO CATALOG Q?7-o?^ - KEY NO. ; 2 3 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY 'GROUP NO. BELO W WHEN US ED. 


PART NO. QTY. DESCRIPTION " ; V OESGRflPTlp>r 


■■ .f. ■ ■ ■ v : ■, . W* ' . . . - . ■ ' -l - . ' Sf;.' _ ' ' . , ' 

1 MAbpfac turfed. - Hof jV Miller ;E1 ect r ic : ■' ,-y .. * * .A* * •146r0285 

. ', -. 4 t ■ . / . j. .. r- ■ # 

V ^ . L . : V ". -V ■ - ■ >■ ■ ■ >$'\ ■■■,. 

■ ■ ■■■■;■ • ' ' , ' *■ ■' '' "" y 

‘ HO-2358 1 ■ Block Assettibj/, CyIinder„ * 146-0220 

A* 7*j i -:; - A ((Refer Jo - Standard Cylinder 146-0242 

7 : . *■ ; 11 Block For Components, ‘ ' 146-0142 

... A .• ' •. V \ '* ■ \Except. Parts* Marked^ *) A “ 1 ■* 

110-1000 t ^Insert; Intake Valve Seat : .146-0222 

; ; 1Q4-0S82 ' * 1 "-J Crankshaft . * '* „ -/ 146-0208 

1 OS-0500 21 *'■ Cn^asHaft (Includes Center a ■ 146‘-0277 

A 2; : ■ ’■fin) ■ A : 2 .146-0278 

.150^0075 , T VPin, Camshaft Center* , - 2 146-020.9 

5105-0015 10 Bail, Fly — Governor ... 2 *" ,146-Q227 

11320152 ’ 2 Riii* Set, Piston* . . . I46-0267 

: 11D-1037 2' Valve, intake 146-0260 

iip-'090'4' 4 Rotocap. Valve Spring •> 4 2 *146-0.261 

p . - ..... ., Retainer f. ■ ’ * 

102-0402 ■ 1 • Base, : Oil * t ^ 146-0262 

120-0400 1 Cpp, Oil Pump*Intake 5 ■* s 146 1 0282 

123-048*9 1 Indicator Arid Cap, Oil Fill . ? 

2. * . % *' (Includes Gaskat) . # 154-2077 

123-0191-.. t I Gasket, OiTFil-1 Cup* *. *' t 141-0859, 

J60-12.79 •' 1- ‘ Magneto Stator Assembly . .140-1626 

; ... v j (-Includes Parts Marked *±) 140-165*2, 

. l OO -IS’ TS „ ,1 1 ±£bil, Magne'tb Stator s " 140-15.00 

160-0749 1 ±Shoe, Pole , > ' . .. V 

J.^0-1287 . . '1 . Bex Assembly,, Breaker (Refer. ' 140-1501 
,, / To Standard Breaker Bqk . '509-0145 

For Components 5 , Except ( , . 

Parfs' Marked +) .7, . 140^1228 

160-1232 1 -+Cover Assembly, Breaker Box . .140-1653 

50f T 0065. J 1.. +d-Ring, Cover Retaining 153-0515 

Screw “ ’ 153-0514. 

312r-01 96 l - - 1 +Condenser, Ignitibn - - ’ 134-3852 

’60-1183 1 +Poi*ht Assembly, Breaker » 134-0798 

160-1286 . ' 1i-Base, Breaker Box 

160-1150 . i +Gasket, Breaker Box Mountings 515-0006 

160-1151 1 Plunger, Breaker Points 

' 167 - 0130 2 Plug,-Spark * >• ’ r 

313-0018 6 1 ^ gwitch, ..Stop (’Button Type) , - . 

150-1736 1 ^racket, Low Speed Governor- 

150-1734 / 1 Arm, Governor , 

150-1740' 1 -Spring, Low; Speed Governor 

150-1753, 1 : Stud, Speed Adjusting.- .T- i 

,. .A" ■■■'■' ' . ! ' Governor „ . ■ . , : 

150-0621 1 , N utAc o rn - Speed Ad j ust ing '7" 

- ■ - - Stud ’ . 

15.0-4741 1 Spring, High Speed Governor 

.123-1462 '- l.y' Hose, _Breather, I . ; 

154-2157 y ■ 1--7 Manifold, Intake ! y . r 

146-0273 y 1 Carburetor, Complete 

: C ; yyy : (Includes Parts'Marked *) A ' .. 


e l 2 ilKit, Repair (Includes Pa 
i i ' ■; - 1 Marked °) 

1 , °ff l Kit, .Gasket 
, 4 r?Screw, Body To Intake 

4 #Screw, Throttle*And Chok 

. Valve y _ 

1 °#Screw, FToat Lever Pin 
r‘ °#Spring, Bouyancy 
1 *■ #Jet, Power 
.,1 ‘ b S Scr ew P lug - P ower Jet 
1 °"IdLe Needle Package 
^1 And Seat Package 

1 #Throttle Shaft Package 
* T _ frChoke Shaft Package 
1 #Idle Speed Adjusting 
Package , 

1 tfFlpat Package 
1 ,? High Altitude Power Need 

. Package * 

1 Adapter;'Carburetor Moun 

2 Gasket, Carburetor Mount 

^1 Housing, Air Cleaner 

f :l Cover, Air Cleaner -Hbusi: 

n l. s Pl- a t®j Carburetor Air 

yDefiector..v 

.3' . Spadfff'T Air Dpflector. PI 

1 0-Rin|,. Air .Cleaner To' 

- 1 . 'Carburetor 

-i -I ' Element, Air Cleaner ■* 

1 ' 'Bracket, Air Clearer Mou 

1 - Bracket®, Choke Cable 

1 Clamp, ..Choke 5 .Cabl.e 

" 1 'Housing, Blower, 

1 Baffle, Air - f 'Bl a ower. Hou 

* (Bottom) ' ' 

1 Key, Crankshaft Stub 



SPECIAL PARTS LI ST FOR M ODEL 


MA-M5 


: , L v V ■ , L ■■ ^ 'I 


! / :927 -0255 i/.. 

maiTstoTrii 

NO BELOW WHEN USED. '■! 


Part no. 


QTY. 


DESCRIPTION 


PART NO. v QTY . 


DESCRIPTION 


1Option > 1 4. 


i Option - 20 
■| Option 27. 


1110-1418 


123-12S4 

140-1384. 


'"•154-1.705' 

1/505-0008 


$ 13443220 


i 

.., v 




■■ 

■ . : v >: ■ 


W; v 


V 


F.iywlieel' Alternates ./> 
(Syricro - 20 Ampere) . • 

Adjusjtable Jet Carburetor 
Variable Speed Governor -1 ; 

■ Control 

1' Block Assembly, Cylinder 

(Refer To Standard'Cylinder- 
Block For Components) . 

1 . Hose, Breather 

1 .. Base,‘-..Air Cleaner ; 

1 Manifold, Intake 1 . 

1 ' Plug, Pipe - Intake Manifold 

v 1 ' (1/8") 

1 Housing, Blower 


v> 








PART NO. 

QTY. 

; . description; 

' 5 i e: - i DESCRIPTION 

. ... 

Option - 32 


Spin-On Oil Filtfdr ■«' • 

r; n ■"%7. ■. • 

. .■.■■■ .. 

-Option - 34 

!-X 

Vacu-Flo Cooling 


Option: - 3p. 


Choke (Sisson) 

j '; .' ”, . V': ' . 

110-1860- ■ 

1 ‘ 

■Block* Assemblyi Cylinder 

.. ‘ .f, , v; y--:- ■■ V" 

fc. \ ■■ • ■ 


: (Refer To Standard Cylinder 
■ Block For Components) 

t ■■■■. ’ c- 

10.5-023.8. 

.1: 

Camshaft (Includes Center Pin) 


150-0075 


Pin,;Camshaft Center » . 

i 

104-0302 

.1.. 

Flywheel (Includes Ring Gear). 

- . ' ' 

-1-|4~0673. ; . . 

. ■ i . ■■ 

Gear, Ring - Flywheel 


309-02.37 ; . 

i 

Switch,. Low Oil Pressure , 

• 

150-1577 - . 

■. i 

Plate, Cover - Fuel Pump 

* 

* 

154-0572 

i * 

Cavity In Cylinder Block. 
Manifold, Exhaust 

. —;-t 

.134—2-760- - 

* 

-i 

Housing, Cylinder Air - Right 
Side ' ■ • 

> 

i , 

<■ * . " * 


Parts' Not Furnished By-On an 
Tuel Pump 
Air Cleaner 
Spark.Advance 




* ' :.-t- 


y 














. SPECIAt*PARTS LIST FOP MOBEL. ft 
feft i T: --ft ;.j fqr-standarei p arts refer't^ c ataLO O k 


pArt no ' : BtV. '. ■ ' _ bescRVPTibN ftft -: ft - ft part no. % sty . ££ 1 ) ft ; description 


DESCRIPTION 


Option ; 6 ; -v 

. • s *.f (Pheipn - 1'5 Ampere);-. ■■ 

Option - 27 ; : . .. ..Variable Spbed Governor 

:■;A v.:, 'ft'.' .Control \ .. ■*■■'l 

Option 31 ■ 'Clutch . ■ v 

Option -' "32 . .; : a Spin-On 011 Filter A. 


Block Assembly, Cylinder • : ■■;\ 
.(Re£er.To Standard.Cylinder 
" " Block For Components). ^ *• 

Crankshaft ; . 

. Camshaft (frtcludes -Center'’Pin] 
'•’’Pin; Camshaft Center *= 
Housing, Blower ' ' 

Switch, Stop 

Clip, .Wire - Stop Switch, 

Leads . 

Housing, Cylinder , Air -'Right 
Side ' r ‘ 


110-1860 


104- 0913 

105- 0238' 
ISO-0075 
1^4-2897 
303-0140 
532-0050 

134-2760 


Parts Not furnished',.By Or,an / 
Spark Advance 










SPECIAL PARTS LIST FOR MODEL. 


CCKALpiS. 7 


U 


7-~W- 


37.1SJ 


POl-j::'STANDARD^PAfiT!§kl-lEFlER 'XEV.NO. 

OPTIONAL GROUPS IN tATALOix ARE: GROUP NO. BELOW WHEN USED. J 

■■£:'■■■■■■■■■■ 


PART NO. 


QTY: 


DESCRIPTION 


PART NO 


DESCRIPTION 


. V* ■ ■ ' ) ' ■. -" . . .. 

1 Garburetor (Includes Mount! 

» Gasket-Includes Parts Mark 
v . ..■ ++.) * ■' . >. 

1 ++Ghoke Shaft Package 
4 ++Screw, Valvfe Mounting 
1 ++Intake, Air (Not Sold t Sep- 
’ arately) ”• ’ 

4 : , + + ScrewV .‘^%dy ■ to>,Intake; 
i ++Thrattle .Shaft Package 4 
1 -++Scr.e^, . Lever Pin " 1 

1 ’++Float Package 1 ■ „ ...J 

L ++Idle, Speed adjusting** Screw" 
1 ++Valve‘ &'Ts-Slit Package 
1 ++Idle Needle, Package 
1 ++Spring Buoyancy 
1 ++Body, Carburetor (Not Sold' 
arate lv )'. ■ '*■ ■ 

1 ++Jet, Power ' , ■' ^ 

1 ++Screw, Plug • . 

1. ++Need-le Assembly, Alt!tude t 
■ ' pens at-ion ,' ' ■ 

L. Kit , Carburetor Repair 

1 Kit, Gasketf'-Carburetor 

1 Connector., Hose-Carburetor 
1 Bracket, Choke Cab(e- 

-1 Clip, Cable- - . ■ 

1 Bracket, Air Cleaner Mounts 
1 Housing, Air Cleaner 

1 Element, Air Cleaner 1 ■ 

1 Cpver, Air Cleaner 

1 Sea 1, 0-Ring-Carburetor Aii 
l’’ 1 Tube, Breather-Carburetor 
1 Clamp, Breather Tube 

1 ‘ Deflector, Carburetor 

1 Bracket , Coil" Mounting 

1 Clip, - Spark plug Lead #2 

1 Rod, Governor Cmjtrol 

f l Spring , - Goyetnor:-Low Speed 
, 1 . Stud, Governor Ad just 

1 Spacer , ’Governor. Adjust 

1 Cli^) ,- Rod End-Governor 

1 . Regulator,, Alteinatpr-15 Ar 

2 spacer , sieeverlS Amp,. Altei 

1 Key, Crankshaft (7/8’* Dia 3 
'■' i/4 w ) . t' 


Electric Start - . ' '' ■ ^ . y k 

L'ess Spark Advance .. .. - : 

15’-Amp .E lywhee 1. Alternator 


110-2358 

123-0.953 

101-0450 

llO-ltfOO 


110-3136 

■16-0072 


104- 1323 

515-0001 

’515-0227 

105- 0500 
113-0152 


123-1149 

160-1287 


g.l 60-1283 
'160-118-3 
160-1286, 
31^—0196 
160-1150 
1.60-1131 
.150--1734 
160-1151 
134-3019 
134f37S3 a 
150-1736 
167kQ262 
154-2157 
154-2077 
141-0859 


140-1037 2 

rt 0-0904' 11 4 

149-1784 1 


I^lock Assembly, Cylinder (In¬ 
cludes Parts-Marked *) 

*Tube, Breather 

^Bearing, Crankshaft (includes 
.Pins and Thrust Washer*.) 

*In'ser tIntake Valve Seat 

Note: Also Available in Over¬ 
sizes ,002,' .003, ip10 f .025" 
■^Casket, -Intake .Valve Guide 
*Pin, Crankshaft Bearing Stop 
Note: Also Lsc lude s'Farts - 
Marked * Cylinder Block Group 
Pg; A8-Except Ref. 43-110- 
1283 Cover- (Delete) ' „ 

Crankshaft .(Includes Parts 
Marked +.s • . 

»+Key,. Timing Gear Mounting 
VKey, Flywheel Mounting - 
Camshaft (’Inc liides,. Center Pin) 
Ring’ Set, Rist-on/Npte: Also 
Available in Oversizes .005? 

. 01 O', i ,.020 , .Q30 , ,040" 

„ Valve Intake 

Rotocap, Intake/Euchaust Valve 
Soring Retainer 
Pttmp, Fuel (Includes Mounting 
Gasket) Note: For .Breakdown 
See Fuel Pump Parts 149-0693 
P g. A12 

Tube Assembly, Oil Fill 
■ Box Assembly’ ,^ Breaker (Com- . 

. plate.) ( Includes Parts Marked 

• **) . •* ’ , ■ 

**Cover Assembly, Breaker 
Point Assembly, Breaker 
**Base, Breaker Box* 

**Cohdenser ,yTgnition (30 
^Gasket, Breaker Box : 

Plunder . Breaker Box* 

Bracket, Governor 

(4 ' 

1,1 P 3. linger , Bre aker , Box, 

Wheel, Blower (Includes Ring Geaij 
Housing Assembly, Blower ?• 
Bracket, Low Speed Governor 
‘■Plug, S^ark-Resistor -Type 
ManifoId, 'Intakey I" '* ■ • 

Adapter, € ar burejtox i 

Gasket, Carbu-retor Adapter 


Box 


MFD) 


A 


146-0314 


146-0260 

146-0142 


146-0247 

146-0267 

146-0222 

146-0262 

146-0261 

146-0227 

146-Q209 

146-0208 


146-0277 
146-0278 
146-0214 

146-0292; 
146-0220 

502- 0395 : 

153-0515 
153-0514 
140-1653 
140tl626 
140-P228 
140-1652 
509-0145 . 

123-1462 

503- 0171'' 

145-0522' 
166-0628 
167-0229" 
150-1732 ■ 

150-1740 i 
150-1753 . ■, 
150-0621: 
518-0004 \V' 
191^886 „ 
134-2100 
515-0006 

) 











; # r 


special Parts-list for 


OPfiONAL GROUPS IN: : Qji^bQ<S^yL^|T|0'^GROUP Na BELQW WHEN 


liMirilsio..! 


USED. 




bESOftlPTI&N 


.PART l|OL / QTY. 


DESCRIPTION 


OgtSoilV ^ /l/' 


110-1469 


.lift- 

a 




101-058^ 
110-103? 
1-10-0893. 
104-0275 
"5TS--0-006" 
1.12-0073 


112*0069 

115-0089. 


105-042$' 

; 120-0839 ■; 

l' “ 

120-0161 

120-0459, 

102-0562 

102-0563 


Z, 

6 -f 


1 

"2 

'4 

1; 

l 


% 

1 

1 

1 

1 

1 

l 


. Thermct King >• . : 

VV'/r : •• r Ay . 

’High Profi 1 e Breaker Box '. : 

Block' Assembly, Cylinder 

(Refep/To Standard Cylinder 
For Components, 

Except Parts Clarke3 #./ 

? Insert, Intake *Vaive Seat 
^ (Available,In ,002, ...005, 

•,010 And .025 Oversizes) 

#Plate,. Bearing -* Rear ,. ; •. 

Valve,* Intake ' 

"Wasfter, Valve Sp rg : Retainer 
Crankshaft / . • „ 

Key, Crankshaft ,Stub 
Piston And Pin (Available In 
/ .005, ,01.0,> .020, .080 And 
. . .040 Oversizes) 

Pin, Piston 

Ring Set, Piston (Available 
■In .005, .010, .020, .050 
.Arid .040 Oversizes) 

. Camshaft ' ■ 

P ufiip, Oil.' (Internal pa rt s .Wat? 
' v Sold .Separately) : - 
Gasket Kit, Oil Pump 
■ Cup, .Oil Pump 'intake . ’ 

.Base, Oil 
. Gasket,, Oil Base r 


123-0092, 

1 

,, Gasket, Oil Fill Tube 

508-0001 

1 

Grommet;, Rubber ' B 1 ower 

110-2474 

i 

.Head. Cylinder - Right. Side 



Housing (1-1/16" Hole) 

110-2473 ' 

- i* 

. - Head, Cylinder - Left Side 

.154-0832 

1 

■ Baffle,- Ai.? 1 Blower ilou: 

110LP7.39 . 


■; Casket;, Cylinder Heat! • : 

'134-0588 * 

■" 1 

Housing; .Cylinder Ai r - 1 

1D-3L9Q37' 

■ ^ 

y Cearcase AssembI>* (Includes 



Side ' ■». '■ * 



" v ' Parts Marked-*) •’ V*' 

■ 134-0599 

* L . 

..Clip, .Wire - Cylinder Ai t 

150-0100 , 

1 

*Shaft, Idler "Gear _f 



Housing . ' “ ' 

-150-0101 

■ 1 

*Gear, Idler ^: 

.16041205 

1. 

Box Assembiy, Breaker.(R! 

1^0-0116 

1 

^Collar, Governo'r Idler'Stud 

14 

'■ * 

To Opt Lanai Breaker Bo; 

509-0113. *. 

1 . 

r -*S’eal, Oil 1 - Front 

> . . 


For CompdnetiCs, Except 

510-0019 * 

d, 

Bearing, Gearcdse 



Parts Marked —) v ' - 

50.2-0150 ■ . 

1 , 

Tee,. Oil Line To. Cylinder 

160-0638 

1 

°Point Set, Breaker 

\ 


Block■ a ' • , . • 

"167-0281 

.: - . 2 . 

1 ^ 

Tilug.* ..Spark y.. /' ?■' ’ 

502-0019 .. .' 

l’ 

v Elbow, Gil Line- « . . 

^' / 


* ^ - 1 "- V '■-./* 

502-3058 ■. 

'1 ' 

TeeOil . > *’ . 

Parffs Not 

Furnished By. Onan 

501-0004 s ' 

■< 1 

Line, Oil Gauge 

; Starter Motor 



' 12P-0102 *. 1 Lins,.’ Oil' - .Governor 
: 309 t 0064 i ^ 'Switch* Low Oil. Pressure 
;• 502-0005 '. “ 1 ; Elbow/ ve_rtpd,Fla<Ie Oil. 

/ ■ - .. f Pressure" Gauge/foo^) - 

-193-:QX47/, . "Gauge,,.,01.1' Pressure 


# 


T._ 

asQ-0104'i 

/is-kos^s/' 

123-012.9! 
123-t)104 . 
SO 3.-0107: 

149- 01*36$ 

Fl46.099n 
iS 03-06 S3 
503-0004V 

.140-0211 

503-0280 

"145-0322 ! 

123-D293 

150- 0122 
148-0788 

154-1029- 

,148-0361 

.502-0156 

154-1534 

154-0360' 

134-1855 

332-0191 

508-0017 

508-0016: 


- 'hi/ 

l, 

; ■ i" ■ 
*!■ - 


,:r 

■t 

4 

1 

.1 


1 

1 

r 

i 

,i 

i. 

l 

? 

i 

1 

2 ■ 

1" 


Governor 
Governor c* ■$ Vi 
Tuby, Breather ? 

ValveBreather "'' : . 

/Clamp, HoSe .- breather 
...Plkatey Cover (Pool 

Cavity In' CylincleSpioc 
CLeaner, Air . 

Hose, Aii.' Cleaner 
.C1 amp, Ai:r - Cleaner Hose '1 
Air"inlet Sleeve 1 ■ ;■ 
Sleeve,'tfarburetor Air 11 
Clamp.,.. Carburetor Air In] 
Adapter To Sleeve 
.Adapter* Carburetor Air • 
bnlet 

Cap, Breather Tube 
Link, Governor 
Carburetor - Complete 
. /Natural Gas) 

^ianifolct, Intake 
.Tube, Carburetor Fuel In: 
Elbow; 1 ' Street. - Carbvrrjjti 
Fuel Inlet : 45°^, 
Manifold, 'Exhaust . / 
Gasket, .ILfb.ai&t 
Housing, Blower - / 
■Stud, Brass "(AHO 1 - 52 N . 
Washey, Elat - Fibre 
Washer,, Flat. - 'Fibre ■ 


Fuel-Pump' ■ . " . ' V, 

Flywheel ' "1, ■ \s/" 

Ignition;'Coid:"l?^id. High ’Tension Leads 

. v. '■■■■- ' r v J 

'.'••• a:/, a,", y.' / ' . ■ vv ■■■■ ■ 










